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Graduates  of  Purdue  University. 

1  GL-tgy     • 

Early  in  October  last  a  circular  letter  was  sent  to  all 
graduates  of  Purdue  University  asking  for  information  to  be 
used  in  the  publication  of  the  third  edition  of  the  Alumni  Reg- 
ister. Up  to  the  present  time  only  about  one-third  of  the  al- 
umni have  responded  to  this  request. 

Under  the  circumstances  it  is  of  course  impossible  to  pub- 
lish the  Alumni  Register  as  such.  It  has  been  thought  best,, 
however,  to  print  the  following  lists  with  corrections  as  far  as 
we  are  able  to  make  them,  and  to  request  of  all  whose  names 
appear  therein  the  latest  information  concerning  the  address, 
and  employment  of  themselves  and  of  others  of  whom  they 
may  have  knowledge.  This  list  will  be  corrected  and  reprinted 
as  soon  as  warranted  by  the  data  received. 

There  is  a  constant  demand  for  reliable  information  con- 
cerning the  alumni  from  many  different  sources,  and  the 
value  of  having  this  information  on  file  here  at  the  University 
is  very  great  to  all  concerned.  Quite  frequently  good  positions 
are  available  if  we  knew  where  to  find  the  graduates  whom 
we  would  like  to  recommend. 

Will  you  not,  in  the  direct  interest  of  all  concerned,  aid 
us  in  maintaining  a  reliable  and  complete  Alumni   Register? 

W.  E.  STONE, 
May  i,   1905.  President. 
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GRADUATES    OF    PURDUE    UNIVERSITY 
FROM    1875    TO    1904    INCLUSIVE 


A 

ABENDROTH,  CHARLES  WILLIAM,  Peru,  Ind.,  B.  S.  in  C.  E.  '04.     Not 

heard  from. 
ACH,  CLIFFORD  LEOPOLD,  Madison,  Ind.,  B.  S.,  '04.  ■  Not  heard  from. 

heard  from. 
ADAMS,  CHARLES  ROY,  West  LaFayette,  B.   S.   '04.     Not  heard  from. 
ADAMS,   CLARENCE  EDGAR,  Lebanon,  Ind.,   B.   S.   in  E.   E.,  '02.     Not 

heard  from. 
ADAMS,  ROY  ELDER,  Indianapolis,  Ind.,  B.  S.  in  M.  E.,  '03.  Not  heard 

from. 
ADE,  GEORGE,  Kentland,  B.  S.  in  Science,  '87.     Not  heard  from. 
ADREON,  ROBERT  ENOS,  St.  Louis,  Mo.,  B.  S.  in  M.  E.,  '02.  Mechanical 
Engineer,  Westinghouse   Automatic  Air   and   Steam   Coupler  Co., 
5713  Cabanne  Ave.,  St.  Louis,  Mo. 
AITKENHEAD,  WILLIAM,  West  LaFayette,  Ind.,  B.  S.  in  ML  E.  '02.     Not 

heard  from. 
ALBERSMEYER,  CHRISTIAN,  Ft.  Wayne,  Ind.,  Ph.   G,   '94.  Not  heard 

from. 
ALBERTSON,  WILLIAM  C,  Logansport,  Ind.,  Ph.  G.,  '03.  Not  heard  from. 
ALBRIGHT,   CHARLES  CLINTON,   Jonesboro,  Ind.,   B.   S.   in  C.  E.,   '03. 

With  G.  E.  &  S.  F.  Ry.,  Galveston,  Texas. 
ALDINGER,  ALBERT  HENRY,  Hinsdale,  111.,  B.  S.  in  C.  E.,  '98.     Super- 
intendent Wells  Bros.'  Co.,  1014  Monadnock  Building,  Chicago,  111. 
ALDRICH,  TRUMAN  HERBERT,  Cincinnati,  O.,  B.  M.  E.,  '95.    Not  heard 

from. 
ALEXANDER,  PHILIP  DODDRIDGE,  Mt.  Vernon,  Ind.,  B.  S.,  '82.     Not 

heard  from. 
ALFORD,  MURIEL  JOY,  LaFayette,  Ind.,  B.  S.  '02,  West  LaFayette,  Ind. 
ALKIRE,   OLLA    (Mrs.   C.   B.   Peterson)    West  LaFayette,   B.    S.    '91,   415 

State  St.,   West  LaFayette,   Ind. 
ALLEN,   CHARLES   BENNETT,    Greencastle,   Ind.,   B.    S.   in   M.   E.,   '99. 

Superintendent  Ohio  Injector  Co.,  Wadsworth,  O. 
ALLEN,  EDWIN  MADISON,  Richmond,  Ind.  B.  S.  in  M.  E.  '96;  M.  E.  '99. 

Not  heard  from. 
ALLEN,  HARRY,  Cambridge  City,  Ind.,  Ph.  G.,  '03.     Not  heard  from. 
ALLEN,  JOHN  EDWARD,  Mulberry,  Ind.,  B.  S.  in  C.  E.,  '99.     Not  heard 

from. 
ALLEN,   ROBERT  ARNOLD,  Chicago,   111.,   B.  S.   in  M.  E.,  '99.     Special 

Advertising  Representative,  809  Boyce  Building,  Chicago,  111. 

ALLEN,  ROBERT  WRIGHT,  Brookston,  Ind.,  Ph.  G.,  '90.    Not  heard  from. 

ALLEN,  THOMAS  SIMMONS,  Dana,  Ind.,  B.  S.  in  E.  E.,  '99.     Electrical 

Engineer,   Bullock  Electric  Manufacturing  Co.,   Cincinnati,   Ohio. 

ALLING,  VAN  WAGENEN,  Madison,  Ind.,  B.  C.  E.,  '97.  Engineer  Wells 

Bros.'  Co.,  1014  Monadnock  Building,  Chicago,  111. 
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ALLISON,  AMY  (Mrs.  J.  O.  Cottingham)  West  LaFayette,  Ind.,  B.  S.  '92, 

922  E.  Charles  st.,  Muncie,  Ind. 
ALLISON,  LUNA  EVELYN,  West  LaFayette,  Ind.,  B.  S.,  '04.     Not  heard 

from. 
ALLISON,  WILLIAM  FRANKLIN,  Brookings,  S.  D.,  B.  S.  in  G.  E.,  '97. 
Instructor  in  Mechanics  and  Civil   Engineering,  Colorado  School 
of  Mines,  Golden,  Colorado. 
ALMOND,  JOHN  W.,  Zionsville,  Ind.,  Ph.  G.,  '96;   Ph.   C.  '99.     Deceased, 

Feb.  26,  1902. 
ALWARD,  ALBERT  FUSSEL,  South  Bend,  Ind.,  B.  S.  in  C.  E.,  '97,  Civil 

Engineer,  1821  Belmont  Ave.,  Chicago,  111. 
ANDERSON,   ANDREW  WILLIAM,  St   Paul,  Neb.,  B.   S.   in  M.  E.,  '00. 

Not  heard  from. 
ANDERSON,  ANTON,  LaFayette,  Ind.,  B.  S.  in  C.  E.,  '01.    Not  heard  from. 
ANDERSON,   CHARLES  MELVIN,  Nordness,   Iowa,  B.   S.   in  M.  E.,  '04. 

Not  heard  from. 
ANDERSON,  MRS.  EMMA  HOSTETTER,  Otwell,  Ind.,  B.  S.  '98;  M.  S.  99. 

Not  heard  from. 
ANDERSON,  FREDERICK  JOHN,  South  Bend,  Ind.,  B.   S.  in  C.  E.,  '00. 

Not  heard  from. 
ANDERSON,  FREDERICK  PAUL,  South  Bend,  Ind.,  B.  M.  E.,  '90;  M.  E. 

'94.     Not  heard  from. 
ANDERSON,  HOWARD  LEE,  Chicago,  111.,  B.  S.  in  M.  E.,  '02.    Draftsman 

Sullivan  Machinery  Co.,  1170  W.  Lake  st,  Chicago,  111. 
ANDERSON,  JOSEPH  HOWARD,  Hull,  Iowa,  Ph.  G.,  '91.  Not  heard  from. 
ANDERSON,  WILLIAM   BEECHER,   Otwell,   Ind.,   B.    S.    in   Agriculture, 

'96;   M.  S.,  '99.     Not  heard  from. 
ANDREWS,  JOSIAH  HARDING,  Seymour,  Ind.,  B.  S.,  '01,  Cashier  First 

National  Bank,  Seymour,  Ind. 
ANDREW,  THOMAS  MOORE,  West  LaFayette,  Ind.,  B.  S.  in  M.  E.,  '03. 
Price   Clerk  with   Puget  Sound   Machinery  Depot,   711,   9th   ave., 
Seattle,  Washington. 
ANTHONY,  JAMES  GILBERT,  West  LaFayette,  B.  S.  in  E.  E.,  '04.  Not 

heard  from. 
ARMSTRONG,  HUGH,  White  Plains,  N.  Y.,  B.  S.  in  C.  E.,  '02.    Not  heard 

from. 
ARNOLD,  HOLLIS  HINE,  Fremont,  Nebraska,  B.  S.  in  E.  E.,  '04.     Not 

heard  from. 
ARNOT,  LEROY  SANFORD,  Delphi,  Ind.,  B.  S.  in  E.  E.,  '00.  First  Assist- 
ant Engineer,  Iola  Portland  Cement  Co.,  Iola,  Kansas. 
ARTHUR,  FRANK  WILLIAM,  Marysville,  Ohio,  Ph.  G.,  '95.     Not  heard 

from. 
ARTZ,  IRVIN  EMORY,  Dayton,  Ohio,  B.  S.  in  M.  E.,  '04.  With  Westing- 
house  Electric  and  Manufacturing  Co.,  Pittsburg,  Penn. 
ASHLEY,   GEORGE  THOMAS,  Indianpolis,  Ind.,  B.  M.  E.  in  E.  E.,  '91. 

Not  ueard  from. 
ATKINS,  WILLIAM,  Indianapolis,  Ind.,  B.  S.  in  M.  E.  '01.  Not  heard  from. 
AUGUSTINE,  CHARLES,  West  Point,  Ind.,  B.  S.  in  M.  E.,  '04.     Not  heard 
from. 


AVIS,  ARTHUR  JAMES,  Tipton,  Ind.,  B.  M.  E.,  '94.    Not  heard  from. 
AXTELL,  GEORGE  WILLIAM,  Bloomfield,  Ind.,  B.  S.  in  E.  E.,  '97.     Not 

heard   from. 
AYDELOTT,  CHELSEA  COMO,  Eaton,  Ind.,  B.  S.  in  M.  E.,  '98.     Not  heard 

from. 

B 

BABCOCK,  GEORGE  DE  ALBERT,  Syracuse,  New  York,  B.  S.  in  E.  E. 

'04.     Not  heard  from. 
BACHTENKIRCHER,    HARRY    ESMOND,    LaPayette,    Ind.,    B.    S.,    '03. 

Not  heard  from. 
BAECHTOLD,  CHARLES  ALBERT,  Louisville,  Ky.,  B.  M.  E.,  '94;  M.  E., 

'96.     Not  heard  from. 
BAILEY,  THEODORUS,  Northfield,  Minn.,  B.  M.  E.,  '95;  M.  E.   (Cornell) 

'96.     Assistant  Chief  Engineer,  Holland  Torpedo  Boat  Co.,  Han- 
over Bank  Building,  11  Pine  st,  New  York,  N.  Y. 
BAIN,  WILLIAM  CHARLES,  Hinsdale,  111.,  B.  S.  in  C.  E.,  '03.     Not  heard 

from. 
BAKER,  ANNIE  EMBREE,    (Mrs.   Bruce  Rogers),  Stockwell,  Ind.,  B.   S. 

'86,  East  Lexington,  Mass. 
BAKER,  BESSIE,  Stockwell,  Ind.,  B.  S.   '86.     Deceased,  October  28,  1899. 
BAKER,  PEARL  FERN  (Mrs.  E.  M.  Johnson)   Otterbein,  Ind.,  B.  S.  '94; 

M.  S.  '96.     Not  heard  from. 
BAKER,  LINNAEUS  EARL,  Otterbein,  Ind.,  B.  S.  in  M.  E.,  '97.    Not  heard 

from. 
BAKER,  ERNEST  SUMNER,  Otterbein,  Ind.,  B.  S.,  '98.     Not  heard  from. 
BAKER,  BERNICE  HAZEL,  Otterbein,  Ind.,  B.  S.,  '02.     Not  heard  from. 
BALDWIN,  ARRY,  Noblesville,  Ind.,  Ph.  G.,  '95.     Not  heard  from. 
BALDWIN,  THOMAS,  LaFayette,  Ind.,  B.  S.,  '00.     Not  heard  from. 
BALLARD,   JOSEPH    CLARENCE,    St.    Paul,    Ind.,   B.    S.,   '99.     Deceased, 

March  1,  1902. 
BANNON,  WILLIAM  RICHARD,  Indianapolis,  Ind.,  Ph.  G.,  '96;  Ph.  C.  '96. 

Not  heard  from. 
BANTA,    CLARENCE   EARL,   Rushville,   Ind.,   B.   S.    in  E.    E.,   '04.     Not 

heard  from. 
BARCUS.    HUGH   HOWARD,   LaFayette,  Ind.,   B.    S.,    '00.     Instructor  in 

Mathematics,  High  School,  LaFayette,  Ind. 
BARLOW,  WILLIAM  ELLIOTT,  Plainfield,  Ind.,  B.  S.  in  M.  E.,  '97.     Not 

heard   from. 
BARNARD,  EDMUND,  Indianapolis,  Ind.,  Ph.  G.,  '97.     Not  heard  from. 
BARNES,  ALFRED  HENRY,  Logansport,  Ind.,  B.   S.  in  C.   E.,  '03.     Not 

heard  from. 
BARNES,   GERTRUDE  MASON,  LaFayette,  Ind.,  B.   S.,  '94.     Not  heard 

from. 
BARNES,  MARY  GRACE,  LaFayette,  Ind.,  B.   S.,  '94.     Not  heard  from. 
BARNES,   ROBERT.  FLESHMAN,    Perrysville,   Ind.,   B.    S.   in   M.   E.,   '01. 

Perrysville,  Ind. 
BARR,  MARY  CATHERINE   (Mrs.  George  Horn),  LaFayette.  Ind.,  B.  S., 

'88.     Not  heard  from. 


BARRETT,  CHARLES  DOUGLASS,  Fort  Wayne,  Ind.,  B.  S.  in  M.  E.,  '01. 

Not  heard  from. 
BARRETT,  JESSE  MARSHALL,  Maxwell,  Ind.,  B.  S.  in  Agriculture,  '94; 

A.  C,  '95.     Not  heard  from. 
BARROW,  BENJAMIN  DUTOY,  Danville,  Virginia,   B.   S.  in  M.   E.,  '98. 

Not  heard  from. 
BARTHOLOMEW,  JAMES  NELSON,  Stockwell,  Ind.,  B.  S.,  '80.    Not  heard 

from. 
BARTHOLOMEW,  JOHN  BRYSON,  Valparaiso,  Ind.,  B.  S.   in  C.  E.,    03. 

Not  heard  from. 
BARTHOLOMEW,  WILLIAM,  Stockwell,  Ind.,  Ph.  G.  '01.    Not  heard  from. 
BARTLETT,  JOSEPH  DELMAR,  LaFayette,  Ind.,  Ph.  G.,  '92.     Not  heard 

from. 
BASS,  FRANK  ROBINSON,  Mooresville,  Ind.,  Ph.  G.,  '94.    Not  heard  from. 
BASTIN,  HENLEY  VEDDER,  Lancaster,   Kentucky,  B.   S.   in  E.   E.,  '03. 

Not  heard  from. 
BATES,  FRANK  ELWIN,  Winchester,  Ind.,  B.  C.  E.,  '97.    Draftsman  with 

New  Castle  Bridge  Co.,  Indianapolis,  Ind. 
BATES,  GEORGE,  Palmrya,  Mo.,  Ph.  G.,  '93.    Not  heard  from. 
BATESON,  REUBEN,  Detroit,  Mich.,  B.  M.  E.,  '97.    Not  heard  from. 
BATTEN,    PERCY   HAIGHT,   Naperville,   111.,   B.   S.   in   M.   E.,   '98.     Not 

heard  from. 
BATTLE,  THOMAS,  Meigs,  Ga.,  Ph.  G.,  '98.  Not  heard  from. 
BAUER,  JONATHAN,  Newburg,  Ohio,  Ph.  G.,  '91.     Not  heard  from. 
BAUM,  GENEVE  CENTENNIAL  (Mrs.  H.  C.  Beckman)  West  LaFayette, 

Ind.,  B.  S.,  '95,  Berwyn,  111. 
BAYARD,  JOHN  BURKE,  Vincennes,  Ind.,  B.  S.  in  E.  E.,  '97.     Not  heard 

from. 
BAYNES,  ALVA,  Salem,  Ind.,  B.  S.  in  C.  E.,  '03.     Assistant  Roadmaster 

N.  &.  W.  Ry.,  Chillicothe,  Ohio. 
BEAN,  WILLIAM  WORTH,  St.  Joseph,  Mich.,  B.   S.   in  C.  E.,   '04.     Not 

heard  from. 
BEARDSLEY,   RUFUS  CHARLES,   Waldron,   111.,  B.   M.  E.  in  E.  E.,   '93. 

Not  heard  from. 
BEAZLEY,  ELDEN,  Union,  Ind.,  Ph.  G.,  '90.     Not  heard  from. 
BECK,  HENRY  ABRAHAM,  Traders  Point,  Ind.,  B.  S.  in  Agriculture,  '82. 

Lawyer,  No.  7  Lemcke  Building,  Indianapolis,  Ind. 
BECK,  WESLEY  JOHN,  LaFayette,  Ind.,  B.  S.  in  E.  E.,  '96.     Not  heard 

from. 
BECKMAN,   AUGUST  CHRISTOPHER,  Brunswick,  Ind.,  B.   S.   in  C.   E., 

'04.     Not  heard  from. 
BECKMAN,  BURCHARD  FREDERICK,  Brunswick,  Ind.,  B.   S.  in  C.  E., 

'96.     Not  heard  from. 
BECKMAN,  HERMAN,  Brunswick,  Ind.,  B.   S.  in  Agriculture,   '93.     Not 

heard  from. 
BECKMAN,  JOHN  FREDERICK,  Brunswick,  Ind.,  B.    S.   in  Agriculture, 

'04.     Assistant   in   Sanitary  Milk  Plant  in   Model  Dairy,  World's 

Fair,  St.   Louis,  Mo. 


BECKMAN,  MARGARET  (Mrs.  C.  J.  Murphy)  Brunswick,  Ind.,  B.  S.,  '92. 

Not  heard  from. 
BEDFORD,  JESSE  WILLIAM,  Evansville,  Ind.,  B.  C.  E.,  '95.     Not  heard 

from. 
BEERMAN,  HENRY,  Indianapolis,  Ind.,  Pn.  G.,  '95.     Not  heard  from. 
BELFIELD,  ANDREW  MILLER,  Chicago,  111.,  B.  M.  E.  in  E.  E.,  '92;  LL. 

B.,  '94  (Northwestern  University)  Patent  Lawyer,  1256  Monadnock 

Building,  Chicago,  111. 
BENCE,   JAMES   FRANKLIN,   Bloomington,   Ind.,    Ph.   G.   '03.   Traveling 

Salesman  for  Mooney,  Mueller  Drug  Co.,  Indianapolis,  Ind. 
BENNINGHOFF,  WILLIAM,    Fort  Wayne,   Ind.,   Ph.    G.,   '03.   Not  heard 

from. 
BENSON,  WARREN,  Terre  Haute,  Ind.,  Ph.  G.,  '99.     Not  heard  from. 
BENTLEY,  HENRY  MOORE,  Sadorus,  111.,  th.  G.,  '97.     Not  heard  from. 
BERENBAUM,  LEE,  Louisville,  Ky.,  B.  S.  in  E.  E.,  '01.    Not  heard  from. 
BERGER,  FRANZ  ALFRED,  Indianapolis,  ind.,  B.  S.  in  M.  E.   '04,  Not 

heard  from. 
BERGMAN,   EARL  BENTON,   Portland,   Ind.,   B.   S.   in   E.    E.,   '04.     Not 

heard  from. 
BERGQUIST,   GUSTAV  HENRY,   Geneva,  111.,  B.   S.  in  M.   E.,  '02.     Not 

heard  from. 
BERKEY,  NELLIE   (Mrs.  Robert  Hawkins)   West  LaFayette,  B.   S.,   '91. 

M.  S.,  '93.     St.  Paul,  Minn. 
BERKSHIRE,  WILLIAM  THOMAS,  Rockport,  Ind.,  B.    S.   in  E.   E.,  '02. 

With  the  General  Electric  Co,  Schenectady,  N.  Y. 
BERNHARD,    HALLIE    JOHN,    Palmyra,    Mo.,    Ph.    G.,    '99.      Druggist, 

Palmyra,  Mo. 
BERRY,  GEORGE  LEE,  Terre  Haute,  Ind.,  Ph.  G.  '98.     Not  heard  from. 
BERRY,  HERMAN  CLAUDE,  New  Augusta,  Ind.,  ti.  S.  in  C.  E,  '02.     In- 
structor in  Mechanics,  Cornell  University,  Ithaca,  N.  Y. 
BERRYHILL,  JOHN  HAMNA,  Indianapolis,  Ind.,  B.  b.  in  M.  E.  '00.  Not 

heard  from. 
BERTENSHAW,  BURTON  ALFORD,   Drewersburg,  Ind.,  B.  S.  in  C.  E., 

'02.     Not  heard  from. 
EERTHOLD,  HUGO  ALEXANDER,  New  York,  N.  Y.,  B.  S.  in  E.  E.,  '04. 

With   Westinghouse   Electric  and   Manufacturing   Co.,    Pittsburg, 

Penn. 
BEST,  FRANK  MERRILL,  LaFayette,  Ind.,  Ph.  G.,  '92.     Not  heard  from. 
BEST,  HARRY,  Richmond,  Ind.,  Ph.  G.  '94.     Not  heard  from. 
BEUKE,  ARTHUR,  Fort  Wayne,  Ind.,  Ph.  G.,  '95.     Secretary  and  Manager 

Myer  Brothers'  Co.,  Fort  Wayne,  Ind. 
BIBBINS,  FRANCIS,  Delphi,  Ind.,  Ph.  G.,  '04.    Not  heard  from. 
BILLMAN,  RALPH,  Shelbyville,  Ind.,  Ph.  G.,  '04.     Not  heard  from. 
BILSLAND,   BENJAMIN   FRANKLIN,   Covington,   Ind.,   B.    S.    in  M.   E., 

'04.     Not  heard  from. 
BIRK,  HARRY  ALBERT,  Indianapolis,  Ind.,  Ph.  G.  '96.     Not  heard  from. 
BISCHOFF,  RUDOLPH,  Fort  Wayne,  Ind.,  Ph.  G.,  '95.     With  Burkhardt 

Brewing  Co.,  Boston,  Mass. 
BISHOP,  FRANK,  Reeds,  Mo.,  B.  S.  in  M.  E.,  '03.    Not  heard  from. 


BISHOP,  HARVE\  LLEWELLYN,  Hatches  Mill,  Ind.,  B.  S.  in  E.  E.,  '99. 

Draftsman  Minnesota  Steel  &  Machinery  Co.,  Minneapolis,  Minn. 
BISHOP,  KATE  LUVENIA,  Peru,  Ind.,  B.  S.,  '83.     Not  heard  from. 
BITTING,    ARVILL  WAYNE,   Bourbon,   Ind.,   B.    S.   in   Agriculture,    '91; 

M.  D.  '00  (Indiana  Medical  College).    Not  heard  from. 
BITTLE,  JAY  LUTHER,  Wingate,  Ind.,  Ph.  G.  '98.     Not  heard  from. 
BIVINS,  CLARENCE  MADISON,  Bedford,  Ind.,  B.  b.  '92.    Not  heard  from. 
BIXLER,  WILLIAM,  Cynthiana,  Ind.,  Ph.  G.,  '01.     Not  heard  from. 
BLACK,  ALBERT,  Albion,  Ind.,  B.  M.  E.  in  E.  E.,  '94;  M.  E.  '95  (Cornell) 

Merchant,  Albion,  Ind. 
BLACK,  HARRY,  Albion,  Ind.,  B.  S.  in  Agriculture,  '03.    Not  heard  from. 
BLACKWELL,  HUBERT  CHARLES,  Cleveland,  Ohio,  B.  S.  in  C.  E.,  '02 

Not  heard  from. 
BLAIR,  JESSE  HARVEY,  Indianapolis,  Ind.,  B.  S.,  '78.     Not  heard  from. 
BLAIR,  WILLIAM,  Brazil,  Ind.,  Ph.  G.  '99;   Ph.  C.  '99.     Not  heard  from. 
BLANCHARD,  ELIZABETH  (Mrs.  S.  M.  Kintner)  Shelbyville,  Ind.,  B.  S., 

'91.     Not  heard  from. 
BLANCHARD,  LUCY  (Mrs.  Joseph  Hamilton)  Shelbyville,  ind..  B.  S.  '91. 

Not  heard  from. 
BLAND,  DALLY,  Macon,  Georgia,  Ph.  G.,  '94.     Not  heard  from. 
BLINN,  JACK  ERNEST,  Frankfort,  Ind.,  Ph.  G.  '96.    Not  heard  from. 
BOATMAN,  FRANK,  Indianapolis,    Ind.,  Ph.  G.,  '94.     Not  heard  from. 
BODEMER,    CLARENCE    JULIUS,   Cincinnati,    0-,   B.    S.    in   M.    E.,    '00. 

Erecting  Foreman,  Covington  Shops,  L.  &  N.  Ry.,  Covington,  Ky. 
BOGGS,  LEMUEL  STEARNS,  West  LaFayette,  Ind.,  B.  M.  E.,  '88;  M.  E., 

'91.     Construction  Department,  Westinghouse  Electric  and  Man- 
ufacturing Co.,  Pittsburg,  Pa. 
BOGGS,  LUCRETIA  LAWRENCE,  West  LaFayette,  Ind.,  B.  S.,  '90;  M.  S. 

'92.    In  Registrar's  Office,  Purdue  University,  West  LaFayette,  Ind. 
BOGGS,  MOSES  TAYLOR,  West  LaFayette,  Ind.,  B.  S.,  '88;    Ph.  G.   '90. 

Pharmacist,  Weber  Drug  Store,  Indianapolis,  Ind. 
BOHRER,  CHARLES  JOHN,  LaFayette,  Ind.,  B.  S.,  '76,  A.  C,  '78.     Not 

heard  from. 
BOLLEY,  HENRY  LUKE,  Holman,  Ind.,  B.  S.,  '88;   M.  S.,  '89.     Professor 

of  Botany  and  Zoology,  Agricultural  College,  Agricultural  College, 

North  Dakota. 
BONGE,  WALTER,  Montpelier,  Ind.,  Ph.  G.,  '03.     Not  heard  from. 
BONNETT,  ISAAC  DEANE,  Shreve,  Ohio,  Ph.  G.,  '91.     Not  heard  from. 
BOOKWALTER,  EARL  FERDINAND,  Danville,  111.,  B.  S.,  '00.  Not  heard 

from. 
BORN,  JESSIE.  LaFayette,  Ind.,  B.  S.,  '88.    Not  heard  from. 
BORST,  HARRY,  Bridgeport,  111.,  Ph.  G,  '97.     Not  heard  from. 
BOSENBURY,  CHARLES  SEARLEb,  Richmond,  Ind.,  B.  S.,  '99.     Interne 

Cook  County  Hospital,  496,  Jackson  Blvd.  Chicago,  111. 
BOULDS,  MAYME   (Mrs.  J.  E.  Dolman)  West  LaFayette,  Ind.,  B.  S.,  *98. 

Deceased,  March  18,  1902. 
BOYER,  CHARLES  CARROL,  Indianapolis,  Ind.,  B.  S.  in  C.  E.,  '02.     Not 

heard  from. 
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BRADBURY,  CLIFFORD  CLARENCE,  Richmond,  Ind.,  B.  S.  in  E.  E., 
'04.     Not  neard  from. 

BRADEN,  JAMES,  Jappa,  Michigan,  Ph.  G.,  '93.     Deceased. 

BRADFIELD,  WILLIAM  WELLINGTON,  Grand  Rapids,  Mich.,  B.  S.  in 
E.  E.  '97.     Not  heard  from. 

BRADLEY,  ARTHUR  RICHMOND,  Syracuse,  N.  Y.,  B.  S.  in  M.  E.,  '04. 
Not  heard  from. 

BRADNER,  JAMES  PERRY,  Marion,  Ind.,  B.  S.  in  E.  E.,  '99.  In  Sales 
Department  of  Ft.  Wayne  Electric  Works,  615  Germania  L.  Build- 
ing,  St.  Paul,  Minn. 

BRADY,  FRANK  WEBSTER,  Wellsburg,  West  Virginia,  B.  M.  E.,  '88; 
M.  E.,  '94.  Assistant  Principal,  School  of  M.  E.,  International 
Correspondence   School,    Scranton,    Penn. 

BRADY,  WILLIAM,  LaFayette,  Ind.,  B.  S.,  '87;  A.  C,  '89.  Not  heard  from. 

BRANIGAN,  CLIFFORD,  Davenport,  Iowa,  B.  S.  in  E.  E.,  '00.  Not  heard 
from. 

BRAZELTON,  EDGAR,  Princeton,  Ind.,  Ph.  G.,  '98.     Not  heard  from. 

BREWSTER,  ROGER  VICTOR,  Corydon,  Ind.,  B.  S.  in  C.  E.,  04.  Assist- 
ant in  Civil  Engineering,  Purdue  University,  West  i^aFayette,  Ind. 

BREWSTER,  ROSCOE  CONKLlN,  Corydon,  Ind.,  B.  S.  in  C.  E.,  04. 
Draftsman,  office  of  General  Roadmaster,  F.  E.  C.  Ry.,  St.  Aug- 
ustine, Fla. 

BRIDGES,  WILLIAM  LUCIEN,  Indianapolis,  Ind.,  B.  S.  in  C.  E.,  '04.  Not 
neard  from. 

7JRIGGS,  JAMES,  Sullivan,  Ind.,  B.  S.  in  C.  E.,  '»8.  Superintendent  Coal 
Washeries,  Cambria  Steel  Co.,  Johnstown,   Penn. 

BRIGGS,  WALTER,  Vicksburg,  Mich.,  Ph.  G,  '95.     Not  heard  from. 

BRIGHT,  JOHN,  Treaty,  Ind.,  Ph.  G,  '92.     Not  heard  from. 

BRITTEN,  WILLIAM  GARFIELD,  Jonesboro,  Ind.,  B.  S.  in  E.  E.,  '03. 
Not  heard  from. 

BRITTON,  LOUIS  MANOAH,  Corunna,  Ind.,  Ph.  G,  '04.     Not  heard  from. 

BRIZIUS,  HERMAN,  Newburgh,  Ind.,  Ph.  G.,  '02.    Not  heard  from. 

BRIZIUS,  WALTER  WILLIAM,  Newburgh,  Ind.,  B.  S.  in  M.  E.,  '04.  Book- 
keeper Charles  W.  Brizius  &  Co.,  Evansville,  Ind. 

BROADBENT,  VINCENT,  Marion,  Ind.,  B.  S.  '83.     Not  heard  from. 

BROCK,  EDISON,  Decatur,  Ind.,  B.  S.  in  M.  E.,  '02.     Not  heard  from. 

BROCKMAN,  ERNEST  EDGAR,  Mt.  Sterling,  111.,  Ph.  G.,  '98;  Ph.  C,  '98. 
Not  heard  from. 

BRONSON,  FRANKLIN  FERRIS,  Indianapolis,  Ind.,  B.  S.  in  E.  E.,  '96. 
Instructor  Mechanical  Drawing,  Manual  Training  High  School, 
Indianapolis,  Ind. 

BRONSON,  WALTER  TALCOTT,  Indianapolis,  Ind.,  B.  S.  in  M.  E.,  01. 
Not  heard  from. 

BROWN,  ALMON,  LaFayette,  Ind.,  B.  S.,  '92;  M.  D.,  '94  (Rush  Medical 
College).     Not  heard  from. 

BROWN.  CHARLES  WESLEY,  Jacksonville,  ill.,  B.  M.  E.,  '94.  Not 
heard  from. 

BROWN,  DEWITT  GARRISON,  Crescent  City,  111.,  Ph.  G.,  '98;  Ph.  C,  '§8. 
Not  heard  from. 
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BROWN,  DONALD  STEVENS,  Chicago,  111.,  B.  S.  in  M.  E.,  '04.  Not  heard 

from. 
BROWN,  ERNEST  AMES,  West  LaFayette,  Ind.,  Ph.  G.,  '99.     Not  heard 

from. 
BROWNE,  HARRIS  LEUBRIE,  Memphis,  Term.,  B.  M.  E.,  '94.     Not  heard 

from. 
BROWN,  HARRY  WILLIAM,  Logansport,  Ind.,  B.  S.  in  C.  E.,  '01;   C.  E., 

'04.     Not  heard  from. 
BROWN,  JACOB  LEEDS,  Camden,  N.  J.,  B.  S.,  '04.     In  Laboratory,  Eli 

Lilly  &  Co.,  Indianapolis,  Ind. 
BROWN,  JAMES  CYRIL,  LaSalle,  Hi.,  B.  M.  E.,  '94.     Not  heard  from. 
BROWN,  JAMES   D.,   Burnetts   Creek,   Ind.,   Ph.   G.,   '95.     Druggist,   Bur- 
netts Creek,  Ind. 
BROWN,  JOHN  FREDERICK,  Indianapolis,  Ind.,  B.   S.,  '98.     Not  heard 

from. 
BROWN,  MARY  EDITH,  West  LaFayette,  Ind.,  B.  b.,  '01.  Not  heard  from. 
BROWN,   PAUL  DELOSS,  Westfield,   Ind.,  Ph.   G.,  '91.     Pharmacist  with 

Smith  &  Brown,    Knightstown,   Ind. 
BROWN,  ROBERT  GARFIELD,  Plainfleld,  N.  J.,  B.  S.  in  M.  E.,  '03.     Not 

heard  from. 
BROWNELL,  JOEL  DEMPSTER,   Lassellville,   N.  Y.,  B.   S.   in  C.   E.,   '97. 

Not  heard  from. 
BROWNELL,  LEONARD  DEMPSTER,  Lassellville,  N.  Y.,  B.  S.  in  C.  E., 

'03.     Not  heard  from. 
BROWNING,    EARL   HARRISON,    LaFayette, .  Ind.,    B.    S.    in   E.   E.,    '97. 

Secretary  and  Works  Manager,  Browning  Engineering  Co.,  Cleve- 
land,  Ohio. 
BROWNING,  VICTOR  REED,  LaFayette,  Ind.,  B.  M.  E.,  '92;    E.   E.,  '98. 

Vice-President  Browning  Engineering  Co.,  Cleveland,  Ohio. 
BROWNING,  WILLIAM  DALE,  LaFayette,  Ind.,  B.  M.  E.,  '91;  M.  E.,  '94. 

Publisher  "The  Draftsman,"  204  Superior  st,  Cleveland,  Ohio. 
BRUCE,    WILLIAM    ALMAN,    Indianapolis,    Ind.,    B.    S.    in    C.    E.,    '96. 

Deceased,  August,   1903. 
BRUFF,  CHARLES  EDWARD,  LaFayette,  Ind.,  B.  M.  E.,  '95.     Not  heard 

from. 
BRUFF,  JAMES  FRANKLIN,   Latayette,   Ind.,   B.   M.   E.,   '86,   Architect, 

Kokomo,  Ind. 
BRUNER,   WELLMAN,   Lafontaine,   Ind.,   B.    S.,    '01.      Superintendent   of 

of  Schools,  Lafontaine,  Ind. 
BRYAN,  ALBERT  HUGH,  Indianapolis,  Ind.,  B.  S.,  '98;  A.  C,  '00;   M.  S. 

'01.    Head  Chemist  of  American  Beet  Sugar  Co.,  Rocky  Ford,  Colo. 
BUCHANAN,   DEWITT   WHEELER,   Chicago,    111.,    B.    S.    in    M.    E.,    '98. 

With  Wilmerding  Star  Mining  Co.,  1125  Old  Colony  Building,  Chi- 
cago, 111. 
BUEHLER,  WALTER,  Indianapolis,  Ind.,  B.  S.  in  C.  E.,  '02.     Not  heard 

from. 
BUELL,  DEXTER  CLARK,  LaFayette,  Ind.,  B.  S.  in  M.  E.,  '99;  M.  E.,  '02. 

Not  heard  from. 


BUENTING,  OTTO  WILHELM,  Guthrie,  Oklahoma,  B.  S.  in  M.  E.,  '01. 

Assistant  Foreman  of  Assembling  Department,  Westinghouse  Air 

Brake  Co.,  Wilmerding,  Penn. 
BULLOCK,  ALLYN,  Audenried,  Penn.,  B.  S.  in  C.  E.,  '02.  Not  heard  from. 
BUNKER,  ARTHUR  CLIFFORD,  Chattanooga,  Tenn.,  B.  M.  E.,  '95.     Not 

heard  from. 
BUNNELL,  WiLLIAM  CYRUS,  Hagerstown,  Ind.,  B.  S.  in  C.  E.,  '97.     Not 

heard  from. 
BURGIN,  ELMER,  Royalton,  Ind.,  Ph.  G.,  '98.     Not  heard  from. 
BURCH,  JOHN  JAMES,  Martinsville,  Va.,  B.  S.  in  M.  E.,  '03.     Assistant 

Engineer  of  Tests,  N.  &  W.  Ry.,  Roanoke,   Virginia. 
BURKEE,  HARVEY   ALLEN,  South  Bend,  ind,   Ph.   G.,  '94.     Not  heard 

from. 
BURRIS,  JOHN  BRECKENRIDGE,  Cloverdale,  ind.,  B.  S.,  '88.     Farming, 

Cloverdale,  Ind. 
BURT,  JOHN  WESLEY,  Pierceton,  Ind.,  B.  C.  E.,  '93.     Not  heard  from. 
BURTON,  LAURA   (Mrs.   William  Brady)    Dayton,   Ind.,  B.   S.,  '90.     Not 

heard  from. 
BURTON,  WAYNE  JOSEPH,  Chicago,  111.,  a.  S.  in  C.  E.,  '03.     Not  heard 

from. 
BUTSCH,  JOHN  LOUIS,  Lynnville,  Ind.,  Ph.  G,  '99.     Not  heard  from. 
BUTTER  WORTH,   ISAAC   NELSON,   LaPorte,   Ind.,   B.   M.   E.,   '95.     Not 

heard  from. 
BUTTERWORTH,  FRED,  LaPorte,  Ind.,  B.  S.  in  C.  E.,  '99,  405  Brady  st, 

Daverport,  Iowa. 
BYERS,  HENRY,  Tralfalgar,  Ind.,  Ph.  G.,  '99.     Not  heard  from. 
BYRNS,  ARTHUR  GROVER,  LaFayette,  Ind.,  B.  S.,  '98.     Not  heard  from. 
BYRNES,  ROBERT  AINSWORTH,  LaFayette,  Ind.,  B.  M.  E.,  '95;   M.  E. 

'96.     Electrical  Engineer,  120  Liberty  st.,  New  York,  N.  Y. 

c 

CAFFERTY,  CHARLES,  West  LaFayette,  Ind.,  B.  S.  in  E.  E.,  '97.     Not 

heard  from. 
CALDWELL,  MILLARD,  Hartford  City,  Ind.,  Ph.  G.  '87.    Not  heard  from. 
CALL,  MERRILL  ASA,  Sioux  City,  Iowa,  B.  S.  in  E.  E.,  '02.     Deceased, 

January   19,  1905. 

CAMPBELL,    ALBERT    WILLIAM,   Huntington,    Ind.,    Ph.    G.,   '04,      Not 

heard  from. 
CAMPBELL,  GUY  MALLORY,  West  LaFayette,  Ind.,  B.  S.  in  E.  E.,  '04. 

Not  heard  from. 
CANTERBURY,  RICHARD  CHARLES,  Chicago,  111.,  B.  S.  in  C.  E.,  '04. 

Not  heard  from. 
CARAWAY,  SAMUEL  HANDLEY,  Sugar  Creek,  Ind.,  B.   S.,  '89;   M.  D., 

'93   (Cincinnati  Medical  College). 
CARAWAY,  Walter,  Greenfield,  Ind.,  Ph.  G.,  '99.     Not  heard  from. 
CARITHERS,   SAMUEL  PORTER,  Princeton,  Ind.,  B.   S.   in  Agriculture, 

'95.     Fruit  and  Poultry  Farming,  Elkins,  West  Virginia. 
CARR,  ARTHUR,  Henryville,  Ind.,  Ph.  G.,  '95.    Not  heard  from. 
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CARSON,  JOSEPH  ELLSWORTH,  Badger,  lnd.,  Ph.   G.,  '93.     Not  heard 

from. 
CARTER,    ALEXANDER    MARSHALL,    Harriman,    Tenn.,    PH.    G.,    '94. 

Deceased,  August,  1902. 
CARVER,  ROSCOE  ATHEN,  Lapel,  lnd.,  Ph.  G,  '04.    Not  heard  from. 
CASE,  GERTRUDE,  Defiance,  Ohio,  M.  S.,  '98.     Not  heard  from. 
CASSADY,  ARTHUR  BERTRAM,  Muncie,  B.  C.  E.,  '95.     Not  heard  from. 
CASSADY,  VINAL  KENT,  Chicago,  111.,  B.  S.,   '98;   M.   S.,  '01.     Chemist 

and  Soap  Maker,  4255  Wabash  Ave.,  Chicago,  111. 
CAUBLE,   THOMAS,   Salem,   lnd.,  B.   S.  in  E.   E.,  '98.     Not  heard  from. 
CAULKINS,  ALBERT,  West  LaFayette,  lnd.,  Ph.-  G,  '92.    Not  heard  from. 
CAULKINS,    CORA   MAY,   West  LaFayette,   lnd.,   B.    S.,   '00;    M.   S.,   '02. 

Not  heard  from. 
CAVINS,  ADEN  L.,  Bloomfield,  lnd.,  Ph.  G,  '89.     Not  heard  from. 
CAVINS,  FRANK,  Bloomfield,  lnd.,  Ph.  G,  '92.    Not  heard  from. 
CHAD  WICK,   LEE   SHERMAN,  W.   Brookfield,  Vt,  B.   S.   in  M.  E.,   '99. 

Not  heard  from. 
CHAMBERLAIN,  AARON  FRANKLIN,  Bayham,  Ontario,  B.  S.  in  E.  E., 

'00;    E.    E.,    '02.     District   Engineer,   Westinghouse   Electric    and 

Manufacturing  Co.,  Philadelphia,  Penn. 
CHAMBERS,  ALEXANDER,  Indianapolis,  lnd.,  B.  S.,  '01.  Not  heard  from. 
CHANDLER,   FRANKLIN   FAY,  Indianapolis,   lnd.,  B.   S.   in  M.    E.,  '99. 

Correspondence    Clerk    and    Advertising    Manager,    Chandler    & 

Taylor  Co.,   Indianapolis,   lnd. 
CHAPIN,  PAUL  HENRY,  Indianapolis,  lnd.,  B.  C.  E.,  '89.     Inspector  of 

Structural  Steel,  Glenside,  Pa. 
CHAPMAN,  MARGARET  (Mrs.  W.  E.  Driscoll)  LaFayette,  lnd.,  B.  S.,  '82 

Not  heard  from. 
CHAPPELLE,  CHARLES,  Shadeland,  lnd.,  B.  M.  E.  in  E.  E.,  '95.  Manager 

Westinghouse  Machine  Co.,  Westinghouse  Building,  Pittsburg,  Pa. 
CHAVIS,    CHARLES,    Indianapolis,    lnd.,    Ph.     G,    '95.      Manufacturing 

Chemist  with  Mooney-Mueller  Drug  Co.,  Indianapolis,  lnd. 
CHENEY,  CHARLES  EDWARD,   Moran,  lnd.,  B.  S.   in  C.   E.,  '97.     Not 

heard  from. 
CHENOWETH,  EDWIN  GEORGE,  Union  City,  lnd.,  B.  M.  E.,  '95;  M.  E., 

'98.     Not  heard  from. 
CHRISTENSON,  CHARLES,  Sheldon,  111.,  B.  S.  in  E.  E.,  '00.     Owner  and 

Manager  Sheldon  Telephone  Exchange,  Sheldon,  111. 
CHRISTIE,  PAUL  KREIGH,  Hadley,  lnd.,  B.  S.  in  Agriculture,  '04.     Not 

heard  from. 
CLARK,  ERNEST  ALDEN,  Lowell,  lnd.,  B.  C.  E.,  '93.     Not  heard  from. 
CLARK,  FRANKLIN  PIERCE,  Milton,  lnd.,  B.  a.,  '77.     Not  heard  from. 
CLARKE,  FREDERICK  ANDERSON,  Monticello,  lnd.,  B.  S.  in  E.  .E.,  '96. 

Not  heard  from. 
CLARK,  HOWARD  BENTON,  Judson,  lnd.,  B.  S.  in  Agriculture,  '94.  Not 

heard  from. 
CLARKE,  JAMES  HARLAN,  Wilson,  lnd.,  B.  S.,  '97.     Principal  of  High 

Scnool  Sand  Creek  Seminary,  R.  R.  19,  Elizabethtown,  lnd. 
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CLARK,  JAY  ANDERSON.  Grand  Rapids,  Mich.,  B.  S.  in  E.  E.,  '96.     Not 

heard  from. 
CLARK,  JOHN  CHESTER,  Carthage,  Ind.,  Ph.  G.,  '93.     Not  heard  from. 
CLARKE.  LEON,  Lowell,  Ind.,  B.   S.  in  E.  E.,  '99.     Not  heard  from. 
CLARK,  OLIVER,  Rosstown,  Ind.,  B.  C.  E.,  '93.    Not  neard  from. 
CLARK,  PAUL  GEORGE,  Decorah,  Iowa,  B.  S.  in  M.  E.,  '04.     Not  heard 

from. 
CLARK,   ROWLAND    EVANS,    Carthage,    Ind.,    Ph.    G,    '93.      Not   heard 

from. 
CLARK.  THOMAS  ALFRED,  Carthage,' Ind.,  B.  S.  in  C.  E.,  '97;  C.  E.,  '99. 

Deceased,  July  2,  1901. 
CLAYPOOL,   ERNEST  VERNON,  LaFayette,  Ind.,  B.   S.,   '86;    M.   S.   '90; 

Ph.  D.,  '95  (Pug.  Sd.  Uv.)     Not  heard  from. 
CLAYPOOL,  MABEL,  Williamsport,  Ind.,  B.  S.,  '03.     Not  heard  from. 
CLEARY,  THOMAS  HENRY,  Greenfield,  Ind.,  B.   S.   in  C.   E.,   '02.     Not 

heard  from. 
CLEM,  JACOB  BERTON,  Monroeville,  Ind.,  Ph.  G.,  '00.    Prescription  clerk 

with  M.  T.  Goodman,  Terre  Haute,  Ind. 
CLIFFORD,    SAMUEL   GRIFFIN,    Evansville,   Ind.,    B.    S.    in   C.    E.,    '04. 

Railway    Engineer,    Maintenance    of    "Way    Department,    Illinois 

Central  Ry.,   Freeport,   Illinois. 
CLINE,   M'GARVEY,  Little  Rock,   Ark.,  B.   S.  in  M.  E.,  '04.     Not  heard 

from. 
CLISBY,  ROY  EDWARD,  Kinsman,  Ohio,  B.  S.  in  E.  E.,  '03.     Not  heard 

from. 
CLOSE,  THOMAS  HENRY,  Scottsburg,  Ind.,  Ph.  G.,  '98.    Not  heard  from. 
CLOYD,   ANNIE,  Wea,  Ind.,  B.   S.,  '94.     Teacher  in  Public  Schools,  La- 
Fayette, Ind. 
COBURN,  RICHARD  GLAMORGAN,  Lima,  Ohio,  B.  S.  in  M.  E.,  '00.    Not 

heard  from. 
COFFING,  SMITH  ALLEN,  Covington,  Ind.,  B.  S.  in  C.  E.,  '01.     Not  heard 

from. 
CODDINGTON,  HARRY  WILLIAM,  Berea,  Ky.,  B.  S.  in  M.  E.,  '04.     Not 

heard  from. 
COLBURN,  GEORGE  LEWIS,  Toledo,  Ohio,  B.  S.  in  M.  E.,  '98;  M.  E.,  '02. 

Principal    Mechanical    Department,   New   Bedford   Textile    School, 

New  Bedford,   Mass. 
COLBURN,   HARRISON,  Toledo,    Ohio,   B.    S.    in  M.    E.,   '00.     Not  heard 

from. 
COLE,  FREDERICK,  Davenport,  Iowa,  B.  S.,  '99.     Not  heard  from. 
COLEMAN,  CHARLES  HOWARD,  Oakland  City,  Ind.,  B.  S.  in  M.  E.,  '96. 

In  Coal  Business,  Oakland  City,  Ind. 
COLLAR,  WILLIAM  FRANKLIN,  LaPorte,  Ind.,  B.  S.  in  C.  E.,  '04.     Not 

heard  from. 
COLLINS,  CHARLES  EVERETT,  Toledo,  Ohio.,  B.  S.  in  C.  E.,  '00.     Not 

heard  from. 
CONNELLY,  JOSEPH  DAVITT,  Terre  Haute,  Ind.,  Ph.  G.,  '03.     Deceased, 

June  14    1904. 
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CONNER,  ARTHUR  WATSON,  New  Albany,  Ind.,  B.  S.  in  C.  E.,  '03.  As- 
sistant Professor  Civil  Engineering,  University  of  Missouri, 
Rolla,  Mo. 

CONNER,  ISAAC  LEWIS,  Tipton,  Ind.,  B.  S.,  '95.     Not  heard  from. 

CONNER,  ROBERT  SHIRLEY,  Wabash,  Ind.,  B.  S.,  '00.  Chemist  Neway- 
go Portland  Cement  Co.,  Newaygo,  Mich. 

CONNER,  SAMUEL  DICKEN,  Nulltown,  Ind.,  B.  S.,  '94.  Not  heard  from. 

CONNER,  SUMMERVILLE  VAUGHN,  New  Albany,  Ind.,  B.  S.  in  C.  E., 
'04.     Not  heard  from. 

CONNORS,  JOHN  WILLIAM,  LaFayette,  Ind.,  Ph.  G.,  '98.  Not  heard 
from. 

CONSTABLE,  BERTRAM  CECIL,  Goodland,  Ind.,  B.  S.  in  E.  E.,  '03, 
Goodland,  Ind. 

COOKE,  BIRTIE  CLAY,  Quaker,  Ind.,  B.  S.  in  E.  E.,  '96.  Farming, 
Quaker,   Ind. 

COOK,  GEORGE  H.,  St.  Louis  Crossing,  Ind.,  B.  S.  in  C.  E.,  '02.  Not 
heard  from 

COOK,  HORACE  ARTHUR,  Miller;  B.  S.  in  C.  E.,  '04.  Instrument  Man., 
Chicago  &  Northwestern  Ry.,  1  N.  Kinzie  St.,  Chicago,  111. 

COOK,  JOHN  PUTNAM,  Athol,  Mass.,  B.  S.  in  M.  E.,  '02.  Special  Ap- 
prentice N.  Y.  C.  &  H.  R.  R.  R.,  1  Manning  Square,  Albany,  N.  Y. 

COOK,  LEONARD,  Indianapolis,  Ind.,  B.  S.,  '00.     Not  heard  from. 

COOPER,  EUGENE  SHERMAN,  Crown  Point,  ind.,  B.  S.  in  M.  E.,  '97. 
Not  heard  from. 

COOPER,  JAMES,  Amsterdam,  N.  Y.,  B.  S.  in  M.  E.,  '96.     Not  heard  from. 

COOPER,  JOHN,  Amsterdam,  N.  Y.,  B.  S.  in  E.  E.,  '99.     Not  heard  from. 

COOPER,  MARY  (Mrs.  McCutcheon  Gregory)  LaFayette,  Ind.,  B.  S.,  '88. 
Not  heard  from. 

COPE,  HAROLD  WHITCOMB,  North  Vernon,  Ind.,  B.  S.  in  E.  E.,  '98. 
Not  heard   from. 

COREY,  RAY  HOWARD,  Onarga,  111.,  B.  S.  in  C.  E.,  '03.  Assistant  City 
Engineer,   Ogden,  Utah. 

CORNS,  IVAN  BARR,  Darlington,  Ind.,  B.  S.  in  E.  E.,  '03.  Night  fore- 
man in  Street  Railway  Barns,   LaFayetie,  Ind. 

CORWIN,  MERTON  JEWEL,  West  LaFayette,  Ina.,  B.  S.  in  E.  E„  '98. 
Not  heard  from. 

CORY,  AVANELLE  (Mrs.  C.  W.  Harshman)  West  LaFayette,  Ind.,  B.  S., 
'83;    M.    S.   '89.     Not  heard  from. 

CORY,  CLARENCE  LINUS,  West  LaFayette,  Ind.,  B.  M.  E.,  '89;  M.  E., 
'91  (Cornell).  Professor  of  Electrical  Engineering  and  Dean  of 
the  College  of  Mechanics,  University  of  California,  Berkeley,  Cal. 

CORY,  HARRY  THOMAS,  West  LaFayette,  Ind.,  B.  M.  E.,  '87;  B.  C.  E., 
'89;  M.  C.  E.,  '93  and  M.  M.  E.,  '96  (Cornell).  In  office  of  General 
Manager  Southern  Pacific  Railway.     Faculty  Club.  Berkeley,  Cal. 

COSNER,  EARL  HARRISON,  Greencastle,  Ind.,  Ph.  G.,  '98.  Physician, 
Upper  Sandusky,  Ohio. 

COTTINGHAM,  CHARLES,  Danville,  111.,  B.  C.  E.,  '92;  C.  E.  '94,  (Uni- 
versity of  Michigan),     Not  heard  from. 

COUDEN,  REYNOLDS,  Michigan  City,  Ind.,  Ph.  G,  '03.     Not  heard  from. 
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COVERT,  CLAUDIUS  BODINE,  Williamson,  N.   Y.,  B.   S.  in  E.   E.,   '03. 

Not  heard  from. 
COVERT,  PAUL  WILLIAM,  Indianapolis,  Ind.,  B.  M.  E.,  '95;    M.  E.  '99. 

Not  heard  from. 
COX,  HARRY  GRANDISON,  Indianapolis,  Ind.,  B.  M.  E.,  '95;   M.  E.,  '01. 

Not  heard  from. 
CRAIG,   MARY    (Mrs.   Arthur  Wilcox)    West  LaFayette,   Ind.,  B.    S.,   '95. 

Not  neard  from. 
CRAIN,  LUTHER,  Angola,  Ind.,  B.  M.  E.,  '92.     Professor  Electrical  En- 
gineering, State  Agricultural  College,  Fort  Collins,  Colorado. 
CRAMER,  JOSEPH  LAMONT,  Oxford,  Ohio,  Ph.  G.,  '\)6.    Not  heard  from. 
CRAMPTON,  CHARLES  CASS,  Delphi,  Ind.,  Ph.  G.,  '91.     Physician,  Del- 
phi, Ind. 
CRAMPTON,   CHARLES  ALBERT,  Moline,   111.,    A.   C,   '82;    M.    D.,    '84. 

(Washington,  D.  C).     Not  heard  from. 
CRAMPTON,  GEORGE  EARL,  Scott,  Ind.,  B.  S.  in  Agriculture,  '95.  Not 

heard  from 
CRAMPTON  LOVE  (Mrs.  Albert  Caulkins)  Delphi,  Ind.,  Ph.  G.,  '92.  La- 
Fayette, Ind. 
CRAMPTON,  MINDWELL  JOSEPHINE,  Delphi,  Ind.,  B.  S.,  '03.  Student 

in  Indiana  University,  Bloomington,  Ind. 
CRANE,  ALPHEUS  JENNINGS,  Lebanon,  Ind.,  B.  S.   in  E.  E.  '03.     Not 

heard  from. 
CRANE,  CECIL  CLARE,  LaFayette,  Ind.,  B.  S.,  '04.     Not  heard  from. 
CRANE,  HARVEY  EDSALL,  Fort  Wayne,  Ind.,  B.  M.  E.  in  E.   E.,  '95. 

Superintendent  of  Construction,  Fort  Wayne  Electric  Works,  Fort 

Wayne,  Ind. 
CRANE,  JASON  GEORGE,  Seymour,  Ind.,  B.  S.  in  E.  E.,  '03.     Not  heard 

from. 
CRAVENS  GEORGE   ELMER,   Bloomfield,   Ind.,   Ph.   G.,   '92.     Not  heard 

from. 
CREAGER,  PERRY,  Portland,  Ind.,  B.  S.,  '85.     Not  heard  from. 
CRISS,   CHARLES   BENJAMIN,   Gosport,   Ind.,   Ph.    G.,   '97.     Not   heard 

from. 
CRIST,  MARK  BROWN,  Thorntown,  Ind.,  B.  S.  in  E.  E.,  '96.     Electrical 

Engineer,  The  Meriam  Abbott  Co.,  Cleveland,  Ohio. 
CRITZ,  BERT,  Newton,  Ind.,  Ph.  G.,  '90.  Not  heard  from. 
CROCKETT,  FRANKLIN  SMITH,  Shadeland,  Ind.,  Ph.  G.,  '00.    Not  heard 

from. 
CROCKETT,  HORACE  EUGENE,  Shadeland,  Ind.,  B.   S.,  '97;    M.  D.  '99, 

(Indiana  Medical  College).     Not  heard  from. 
CROCKETT,  WILLIAM  MURDOCK,  Shadeland,  Ind.,  B.  S.,  '00,  L.  L.  B. 

(Indianapolis  C.  L.,)   Attorney,  Indianapolis,  Ind. 
CROMWELL,  LEWIS  WARHAM,  Eckhart  Mines,  Md„  B.  S.  in  E.  E.,  '00. 

With  General  Electric  Co.,  Chicago,  111. 
CRONKHITE,    BURTON    ELIGA,    Marion,    Ind.,    B.    S.,    '04.      Not   heard 

from. 
CROUSE,  BERTHA  BARR,  LaFayette,  Ind.,  B.  S.,  '98.     Not  heard  from. 
CROW,  WARDER,  LaFontaine,  Ind.,  B.  S.,  '04.     Not  heard  from. 
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CROWELL,  CLIFFORD,  Portland,  Ind.,  B.  C.  E.,  '89.  Consulting  Mining 
Engineer,  82y2  Calle  Iturbide,  Monterey,  Mexico. 

CROWELL,  LEON,  Portland,  Ind.,  B.  M.  E.  in  E.  E.,  '94.  Not  heard 
from. 

CROZIER,  EDWARD  GRAHAM,  Madison,  Ind.,  B.  S.  in  M.  E.,  '96.  Not 
heard  from. 

CRULL,  HARLEY  ROY,  Huntington,  Ind.,  B.  S.  in  M.  E.,  '00.  Foreman 
Erecting  Department,  Empire  bhops,  Empire  Canal  Zone,  Pana- 
ma,   S.   A. 

CRUMRINE,  PLINY  EARL,  Wabash,  Ind.,  B.  S.  in  M.  E.,  '04.  With 
General  Electric  Co.,  40  Park  st,  W.  Lynn,  Mass. 

CULLOM,  GEORGE,  Frankfort,  Ind.,  Ph.  G,  '94.     Not  heard  from. 

CUMMINS,  MILDRED,  Toledo,  Ohio,  B.  S.,  '99.  Teacher  in  Toledo  Pub- 
lic Schools.     839  Norwood  Ave.,  Toledo,  Ohio. 

CUNNINGHAM,  ALIDA  MABEL,  Clarks  Hill,  Ind.,  B.  S.,  '94;  M.  S.,  '95. 
Teacher  in  High  School,  Clarks  Hill,  Ind. 

CUNNINGHAM,  CARMI,  Bristow,  Ind.,  Ph.  G.,  '97.     Not  heard  from. 

CUNNINGHAM,  CLARA  AVESTA,  West  LaFayette,  Ind.,  B.  S.,  '96; 
M.  S.  '97.     Teacher  in  High  School,  South  Bend,  Ind. 

CUNNINGHAM,  EMMA  AURELIA,  West  LaFayette,  Ind.,  B.  S.,. '03;  M. 
S.,  '04.       Not  heard  from. 

CURTISS,  FRANK  HOMER,  West  LaFayette,  Ind.,  B.  S.,  '00.  Director  or 
Gymnasium,  University  of  Texas,  Austin,   Texas. 

CUSTER,  CLARENCE  COURTRIGHT,  Logansport,  Ind.,  B.  M.  E.  in  E.  K 
'94;  E.  E.,  '98,  Secretary  and  Treasurer  Hartford  City  Lighting 
Co.,   Hartford   City,  Ind. 

CUSTER,  ROBERT  JOSEPH,  Marion,  Ind.,  a.  S.  in  C.  E.,  '99.  Acting 
Engineer  Maintenance  of  Way,  Indiana  Union  Traction  Co., 
Anderson,  Ind. 

D 

DALE,  CECIL  OTHO,  Daleville,  Ind.,  B.  S.  in  E.  E.,  '03.  Not  heard  from. 
DARBY,  HELEN  ESTELLE,  LaFayette,  Ind.,  B.  S.,  '04.  Not  heard  from. 
DASHIELL,  EDWARD  NOAH,  Indianapolis,  Ind.,  B.  S.  in  C.  E.,  '02.  Not 

heard  from. 
DAUGHERTY,  CLIFTON  LLEWELLYN,  Indianapolis,  Ind.,  B.  M.  E.  in 

E.  E..,  '93.     Not  heard  from. 
DAVID,  THOMAS  HENDRICKS,   Indianapolis,  Ind.,  B.    S.    in  C.   E.,  '01. 

In   Engineering   Department,   Vandalia   Line,    Terre   Haute,   Ind. 
DAVIDSON,  CHARLES  LUTHER,  Hazelton,  Ind.,  B.  M.  E.,  '89.     Mechan- 
ical Engineer  with  Chicago  Edison  Co.,  139  Adams  st,  Chicago, 

Illinois. 
DAVIDSON,  DONALD,  Evansville,  Ind.,  B.  S.,  '98.     Not  heard  from. 
DAVIDSON,  JOHN  MITCHELL,  Evansville,  Ind.,  B.  S.,  in  M.  E.,  '02.     Not 

heard  from. 
DAVIDSON,  RALPH,  Evansville,  Ind.,  B.  S.,  '98.     Not  heard  from. 
DAVIDSON,   ROBERT   NEWMAN,   Glasgow,  Mont.,   B.    S.  in   E.    E.,   '04. 

On   Engineering   staff,   Isthmian  Canal   Commission,   Culebra,   C. 

Z.  R.  de  Panama. 
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DAVIS,   CHARLES.  Rockville,  Ind.,   B.   S.   in   Agriculture,   '96.     Farming 

and  Stock  Raising,  R.  F.   D.   1,  Rockville,  Ind. 
DAVIS,  CHARLES  ARTHUR.  Rochester,  Ind.,  B.   S.   in  E.   E.,  '02.     Not 

heard  from. 
DAVIS,   CHASE,   Anderson,  Ind.,   B.   S.   in  M.    E.,  '01.     Not  heard  from. 
DAVIS.   EDWARD  WOLFE,  Indianapolis,  Ind.,  B.   S.  in  M.  E.,  '02.     In- 
spector   for    Westinghouse    Automatic    Air    and    Steam    Coupler 

Co.,  309  Shelton  Ave.,  Jamaica,  L.  I. 
DAVIS,  GUY  FOSTER,  Lebanon,  Ind.,  Ph.  G.,   '00.     Not  heard  from. 
DAVIS.  JAMES  CHRISIOPHER,  Westport,  Ind.,  B.  S.  in  M.  E.,  '03.  Not 

heard  from. 
DAVIS,  STEPHEN,  Hillsboro,  Ind.,  Ph.  G.,  '02.     Not  heard  from. 
DAVIS.  WILLIAM  RAYMOND,  Blue  Island,  111.,  B.  S.  in  M.  E.,  '04.     Not 

heard  from. 
DAWES,    RAY   SAMUEL,    Muskegon   Heights,    Mich.,    Ph.    G.,    '04.      Not 

heard  from. 
DAWSON,  RONALD,  Fort  Wayne,   Ind.,  B.   S.  in  C.    E.,  '96.     Not  heard 

from. 
DEARDURFF,  JOSIAH  ROSS,  Morocco,  Ind.,  B.  S.  in  C.  E.,  '02.     Struc- 
tural    draftsman,    Des    Moines     Bridge    and     Iron     Works,     Des 

Moines,    Iowa. 
DECKER,  KARL,  Ligonier,  Ind.,  Ph.  G.,  '99.     Not  heard  from. 
DEFREES.  FRANCES  MARION,  Indianapolis,  Ind.,  B.  S.,  '02.     Assistant 

Chemist  and  Assayer,  924  E.  17th  st.,  Indianapolis,  Ind. 
DEMMING,  JOSEPH  A.,  Cleveland,  Ohio.,  Ph.   G.,  '96.     Not  heard  from. 
DENCER,  FREDERICK  WILLIAM,  Chicago,  111.,  B.  S.  in  C.  E.,  '98;  C.  E. 

'01.     Not  heard  from. 
DENNEEN,   FRANCIS   STANISLAUS,   Ft.   Covington,  N.   Y.,  B.    S.   in   E. 

E.,  '03.     Not  heard  from. 
DENNETT,  THOMAS,   Brookville,   Ind.,  B.   S.   in  M.    E.,  '04.     Not  heard 

from. 
DEUPREE,  AVERY,  Edinburg,  Ind.,  Ph.  G,  '01.     Pharmacist  with  Mutz 

&  Lynch,  Edinburg,  Ind. 
DEWOLFE,   EDWARD  CHARLES,   Michigan  City,  Ind.,  B.   S.    in  M.   E., 

'96;    M.    E.    '00.      Member   Russell-DeWolf  Co.,    355   Dearborn   St., 

Chicago,   111. 
DICKINSON,  WILLIAM,  Chicago,  111.,  Ph.  G.,  '87,  Pharmaceutical  Chem- 
ist, Decatur,  111. 
DICKSON,  JOHN  CLINTON,  Mt.  Carmel,  111.,  B.   S.,  '92;   M.  S.  '93.     Not 

heard   from. 
DIEHL,  AUGUST,  LaFayette,  Ind.   Ph.  G.,  '91.     Not  heard  from. 
DIETZ,  JOHN  WALTER,  Madison,  Ind.,  B.   S.   in  E.   E.,  '02.     Telephone 

Engineer,  Western  Electric  Co.,  463  West  st,  New  York,  N.  Y. 
DIETZ,  ROBERT  CARL,  New  Albany,  Ind.,  B.  S.  in  E.  E.,  '03.    Not  heard 

from. 
DILL,  JAY  BYRON,  Indianapolis,  Ind.,  B.   S.   in  M.  E.,   '00.     Not  heard 

from 
DILLON,  ELROY  A.,  Danville,  Ind.,  B.  S.,  '83.     Not  heard  from. 
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DINSMORE,  JOSEPH  PAUL,  Bloomington,  Ind.,  B.  S.,  in  E.  E.,  '02.  Tel- 
ephone Engineer,  Western  Electric  Co.,  259  S.  Clinton  St.,  Chi- 
cago, 111. 

DINSMORE,  LEON  WADE,  Bloomington,  Ind.,  B.  S.  in  C.  E.,  '02.  As- 
sistant Engineer,  C.  I.  &  L.   Ry.,  Bloomington,  Ind. 

DIRHAM,  PERRY  WILLIAM,  South  Bend.,  Ind.,  B.  S.,  '02.  Not  heard 
from. 

DISERENS,  PAUL,  Cincinnati,  Ohio,  B.  S.  in  M.  E.,  '04.    Not  heard  from. 

DITTOE,  VINCENT,  Fort  Wayne.  Ind.,  Ph.  G.,  '97.     Not  heard  from. 

DITZLER,  GUY  ELON,  Hinsdale,  111.,  B.  S.  in  E.  E.,  '97.     Not  heard  from. 

DOAN,  CLEMENT  ERASMUS,  Jasper,  Ind.,  B.  S.  in  E.  E.,  '98.  Not  Heard 
from. 

DOAN,  EMMA  (Mrs.  W.  E.  Furnas)  Westfield,  Ind.,  B.  S.  '97.  Not  heard 
from. 

DOAN,  JOHN  LINDLEY,  Westfield,  Ind.,  B.  S.,  '99.     Not  heard  from. 

DOAN,  MARTHA,  Westfield,  Ind.,  B.  S.,  '91;  B.  L.  '92  (Earlham)  M.  S., 
'93;  D.  Sc,  '96  (Cornell).     Not  heard  from. 

DOAN,  MARY,  Westfield,  Ind.,  B.  S.,  '91;  B.  L.,  '92  (Earlham);  M.  S.,  '93, 
Not  heard  from. 

DOBELBOWER,  JOHN  COLCORD,  LaFayette,  Ind.,  B.  -S.  in  E.  E.,  '99. 
Not  heard  from. 

DOBSON,  SCHUYLER  COLFAX,  Brownsburg,  Ind.,  B.  S.  '97.  Manager 
of  Educational  Publishing  Co.,  665  N.  High  st.,  Columbus,  O. 

DODD,  ALBERT  BEASON,  Logansport,  Ind.,  B.  C.  E.,  '93.  Not  heard 
from. 

DODGE,  RALPH  EMERSON,  Elkhart,  Ind.,  B.  S.  in  C.  E.,  '04.  .  Engineer- 
ing Staff  Isthmian  Canal  Commission. 

DONNELLY,  LEROY,  Terre  Haute,  Ind.,  Ph.  G.,  '04.  Manager  Donnelly 
Pharmacy,  1636  S.  7th  st.,  Terre  Haute,  Ind. 

DOOLEY,  CHANNING  RICE,  Rockville,  Ind.,  B.  S.  in  E.  E.,  '00;  E.  E.,  '02. 
With  Westinghouse  Electric  &  Manufacturing  Co.,  911  South  ave., 
Wilkinsburg,   Penn. 

DORLAND,  RALPH  E.,  Peoria,  111.,  Ph.  G.,  '01.     Not  heard  from. 

DORLAND,  RALPH  OAKES,  LaPorte,  Ind.,  B.  M.  E.  in  E.  E.,  '95.  Sec- 
retary and  Treasurer  LaPorte  Telephone  Co.,  LaPorte,  Inci. 

DORNER,  BERNHARDT  HERMAN,  Frankfort,  Ind.,  B.  S.,  '89.  Deceased. 

DORNER,  HERMAN  BERNARD,  LaFayette,  Ind.,  B.  S.,  '00;  M.  S.,  '01. 
Florist,   LaFayette,  Ind. 

DORSE\,  DANIEL  LAYMAN,  Indianapolis,  Ind.,  B.  M.  E.,  '90.  President 
Tucker  &  Dorsey  Mfg.  Co.,  Indianapolis,  Ind. 

DOSTAL,  JOHN  FRANK,  Denver,  Col.,  B.  S.  in  E.  E.,  '02.  With  Denver 
Gas  and  Electric  Co.,  Denver,  Col. 

DOTY,  LEMAN  EDGAR,  Chicago,   111.   B.  M.   E.,   '94.     Not  heard   from. 

DOUD,  ARTHUR  THOMPSON,  Winona,  Minn.,  B.  S.  in  M.  E.,  '03.  Not 
heard  from. 

DOW,  WILLIAM  SCOTT,  Indianapolis,  Ind.,  B.  S.,  '02.     Not  heard  from. 

DOWNEY,  EDWIN  C,  Rochester,  Ind.,  Ph.  G.,  '94.     Not  heard  from. 

DOWNS,  GEORGE  A.,  Connersville,  Ind.,  B.  S.,  '99.     Not  heard  from. 
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DOWNS,  LAWRENCE  ALOYSIUS,  Greencastle,  Ind.,  B.  C.  E.,  '94.  Road- 
master,  Chicago  Division,  Illinois  Central  Ry.,  1  Park  Row,  Chi- 
cago, Illinois. 

DOWNS,  WILLIAM  F.,  Battle  Ground,  Ind.,  Ph.  G.,  '99.     Not  heard  from. 

DOWNTON,  CHARLES  EDWARD,  Aurora,  Ind.,  B.  M.  E.,  '91.  Foreman 
of  Apprentices  Westinghouse  Electric  and  Manufacturing  Co., 
Pittsburg,  Penn. 

DRAGOO,  ORLIFF  F.,  Macedonia,  Ind.,  B.  S.,  '86.  Farmer  R.  R.  7.  Mun- 
cie,   Ind. 

DRAKE,  WILLIAM  ALLEN,  Portland,  Ind.,  B.  S.,  '99.     Not  heard  from. 

DRESSER,  JASPER  MARION,  LaFayette,  Ind.,  B.  S.,  '90.  "The  New 
Willard,"  Washington,  D.  C. 

DRISCOLL,  WILLIAM  EDGAR,  Muncie,  Ind.,  B.  S.  in  Agriculture,  '82. 
*M.  D.,  '86  (University  of  Cincinnati).     Not  heard  from. 

DRURY,  WALTER  JOHN,  Crawfordsville,  Ind.,  B.  S.  in  E.  E.,  '04.  Not 
heard   from. 

DRYDEN,  HARR^  WILLIAM,  Martinsville,  Ind.,  B.  S.  in  E.  E.,  '97.  Not 
heard  from. 

DUCAS,  CHARLES,  Indianapolis,  Ind.,  B.  S.  in  M.  E.,  '00;  M.  E.  '02. 
Technical  Publicity,  170  Broadway,  New  York,  N.  Y. 

DUDEN,  EMIL  GUSTAV,  Indianapolis,  Ind.,  B.  S.  in  M.  E.,  '04.  Not 
heard  from. 

DUFTY,  ARTHUR,  Mechanicsville,  N.  Y.,  B.  S.  in  M.  E.,  '99.  Superin- 
tendent of  Buildings,   Purdue  University,   LaFayette,   Ind. 

DUMBAULD,  JOHN,  Huntington,  Ind.,  Ph.  G.,  '02.  Drug  Clerk,  Hunting- 
ton,   Ind. 

DUNCAN,  KENNETH  BROWN,  Princeton,  Ind.,  B.  S.  in  C.  E.  '02.  In- 
structor in  Civil  Engineering,  Purdue  University,  LaFayette,  Ind. 

DUNCAN,  ROY  WALLACE,  LaFayette,  Ind.,  B.  S.,  '03,  Wallace  Bros.'  Co., 
LaFayette,   Ind. 

DUNLAP,  ELGIN  H.,  South  Whitley,  Ind.,  B.  M.  E.  in  E.  E.,  '95.  Not 
heard  from. 

DUNLAVY,  JOHN  E.,  Fillmore,  Ind.,  Ph.  G.,  '90.     Not  heard  from. 

DUNN,  OLIVER  EDMUND,  Milwaukee,  Wis.,  Ph.  G.,  '94.  Not  heard 
from. 

DUNNING,  MARSHALL  BARRETT,  Rochester,  N.  Y.,  B.  S.  in  C.  E.,  '04. 
Not  heard  from. 

E 

EARHART,  MARTIN   WASHINGTON,   LaFayette,   Ind.,   B.    S.   in  E.   E., 

'98.     Not  heard  from. 
EARL,  ADA  ALWILDA   (Mrs.   W.   F.  Frey)    LaFayette,  Ind.,  B.  S.,  '91. 

Not  heard  from. 
EASTERDAY,   WILLIAM,   Vandalia,    111.,   Ph.    G.,   '90.     Not  heard  from. 
EATON,  GEORGE  SHERRY,  Dolgeville,  N.  Y„  B.  S.  in  M.  E.,  '00.     Not 

heard  from. 
EATON,  WYMAN,  Dolgeville,  N.  Y.,  B.  S.  in  E.  E.,  '01.    Not  heard  from. 
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EBERHARDT,  ERNEST  GODLOVE,  Indianapolis,  Ind.,  Ph.  G.,  '86.     Not 

heard  from. 
EBERSHOFF,  FREDERICK  H.,  LaFayette,  Ind.,  Ph.  G.,  '96.     Not  heard 

from. 
ECKHOUSE,  GEORGE  HAYS,  Indianapolis,  Ind.,  B.  S.  in  M.  E.,  '03.    Not 

heard   from. 
ECKHOUSE,  WALTER  LOUIS,  Indianapolis,  Ind.,  B.  S.  in  C.  E.,  '03.    Not 

heard  from. 
EDE,  STUART  STRICKLAND  MOORE,  London,  England,  B.  S.  in  M.  E., 

'03;   E.  E.,  '04.     Not  heard  from. 
EDMONSON,  ALVA   THRIFT,   Clayton,   Ind.,   B.    S.    in   M.   E.,  '04.     Not 

heard  from. 
EDWARDS,   RUSSELL  NOBLE,   Knightstown,   Ind.,  B.   S.   in  E.    E.,   '03. 

Estimator  for  Martin  &  Co.,  Electrical  Contractors,  Glencoe,  111. 
EHLE,  FRANK  E.,  Bluffton,  Ind.,  Ph.  G.,  '97;  Ph.  C.  '97.    Not  heard  from. 
ELDRIDGE,  FRANK  R.,  Ligonier,  Ind.,  Ph.  G.,  '97;   Ph.  C,  '97.     Analyti- 
cal Chemist  with  Eli  Lilly  &  Co.,  Indianapolis,  Ind., 
ELDRIDGE,  WILLIAM  KING,  LaFayette,  Ind.,  B.  S.  '77;  C.  E.,  '78.     Not 

heard  from. 
ELLIOTT,  CASSIUS  E.,  Sheridan,  Ina.,  Ph.  G.,  '95.     Not  heard  from. 
ELLIOTT,  CHARLES  HERDMAN,  LaFayette,  Ind.,  B.  S.,  '99.     Assistant 

Chemist,  Colorado  Fuel  &  Iron  Co.,  Pueblo,  Col. 
ELLIOTT,  ERNEST,  Corvallis,  Oregon,  Ph.  G.,  '99.    Not  heard  from. 
ELLIOTT,  JOHN  SOPER,  New  Harmony,  Ind.;  B.  C.  E.,  '94.     Not  heard 

from. 
ELLIS,  WILLIAM  GUY,  Spencer,  Ind.,  B.  C.  E.,  '93.     Assistant  Engineer, 

Memphis  Division  of  Y.  &  M.  V.  R.  R.,  994  Madison  st,  Memphis, 

Tennesee. 
ELLISON,  EARL  JEROME,  Rushville,  Ind.,  B.  S.  in  M.  E.,  '04.     Heating 

and  Ventilating  Engineering,  9  Warren  ave.,  Chicago,  111. 
ELLSWORTH,  ERASMUS  MURPHY,  LaFayette,  Ind.,  B.  S.  in  M.  E.,  '04. 

Not  heard  from. 
ELY,  CHARLES  WILEY,  Brooklyn,  Ind.,  B.  S.  in  Agriculture,  '02.     Not 

heard  from. 
ELY,  HAROLD  FRANKLIN,  Brooklyn,  N.  Y.,  B.  S.  in  M.  E.,  '99;   M.  E. 

'00   (Cornell).     Not  heard  from. 
ENDICOTT,    GEORGE    FRANK,    Russiaville,    Ind.,    B.    S.    in    M.    E.,    '01, 

Secretary    and    Treasurer    Joliet    Soap    and    Manufacturing    Co., 

Joliet,  111. 
ENDSLEY,  LOUIS  EUGENE,  Richmond,  Ind.,  B.  S.  in  M.  E.,  '01;   M.  E. 

'03.  Instructor  in  Locomotive  Laboratory,  Purdue  University,  La- 

Rrefracting  Optician,  LaFayette.  Ind. 
ENGLE,   LANDIS   GINGRICH,   Monticello,   Ind.,   Ph.    G.    '04.     Not   heard 

from. 
ENSMINGER,   JULIAN,   Danville,    Ind.,   B.    S.    in    Agriculture,    '01.      Not 

heard  from. 
ERB,  MAYNARD,  Connersville,  Ind.,  Ph.  G.,  '93.     Not  heard  from. 
ERNST,  FRITZ,  Madison,  Ind.,  B.  S.  in  C.  E.,  '00.    Instructor  in  Car  and 

Locomotive  Design,   Purdue  University,   LaFayette,  Ind. 
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ERNST,  JOSEPH  WARREN,  Madison,  Ind.,  B.  S.  in  C.  E.,  '04.  Not 
heard  from. 

ERISMAN,  MARGARET  JANE,  LaFayette,  Ind.,  B.  S.,  '80;  M.  S.,  '90. 
Fayette,  Ind. 

ERSKINE,  JAMES,  McCutchanville,  Ind.,  B.  S.  in  C.  E.,  '99.  Not  heard 
from. 

ESSIG,  CHARLES  HIRAM,  Owosso,  Mich.,  B.  S.  in  M.  E.,  '04.  Not  heard 
from. 

ESSLINGER,  EDWIN  WALTER,  Danville,  111.,  Ph.  G.,  '03.  Druggist, 
Danville,  111. 

ESTABROOK,  ARTHUR  J.,  Sandwich,  111.,  Ph.  G.,  '01.     Not  heard  from. 

ESTERLINE,  JOHN  WALTER,  Dunfee,  Ind.,  B.  S.  in.  E.  E.,  '97.  As- 
sistant Professor  Electrical  Engineering,  Purdue  University,  La- 
Fayette, Ind. 

ETTEN,  WILLIAM  JEAN,  LaFayette,  Ind.,  B.  S.,  '92.     Not  heard  from. 

EVANS,  CLIFFORD  HARRY,  Terre  Haute,  Ind.,  B.  S.  in  M.  E.,  '04.  Di- 
rector of  Manual  Training,  Clark  High  School,  813  Cherry  st, 
Evansville,  Ind. 

EVANS,  EVAN  A.,  Jackson  Hill,  Ind.,  Ph.  G.,  '01.     Not  heard  from. 

EWING,  WILLIARD  REA,  Chicago,  111.,  B.  S.  in  C.  E.,  '03.  Not  heard 
from. 

EWRY,  RAYMOND  CLARENCE,  LaFayette,  Ind.,  B.  M.  E.,  '94;  M.  E., 
'97.  Draftsman  in  charge  Navy  Yards,  9  Frash  Ave.,  Bayonne,  N.  J. 

EWRY,  ROSE  LILLIAN  (Mrs.  Luke  C.  Bradley)  LaFayette,  Ind.,  B.  S.  '95. 
Columbus,  Ohio. 

F 

FANKBONER,  ALBERTUS,  Marion,  Ind.,  B.   S.   in  E.   E.,  '98.   Deceased, 

Oct.   4,  1904. 
FANKBONER,  HARLAND,  Marion,  Ind.,  B.  S.  in  E.  E.,  '01.     Not  heard 

from. 
FANKBONER,  WILLIAM  ARTHUR,  Marion,  Ind.,  B.   S.,  '85;   A.  C,  '87; 

M.  S.,  '91;    M.  D.,  '91   (Rush  Medical  College).     Not  heard  from. 
FANSLER,  PERCIVAL  ELLIOTT,  West  LaFayette,  Ind.,  B.  S.  in  E.  E., 

'01;   E.  E.,  '03.     Secretary  to  President,  J.  G.  White  &  Co.,  43  and 

49  Exchange  Place,  New  York,  N.   Y 
FASSNACHT,  WALTER  OTTO,  South  Bend.,  Ind.,  B.    S.   in  M.   E.,   '03. 

With  Indiana  Lumber  and  Manufacturing  Co.,  South  Bend,  Ind. 
FECHHEIMER,   CARL  JOSEPH,  Cincinnati,   Ohio,,   B.   S.,   in  E.   E.,  '04. 

Student  Cornell  University,  Ithaca,  N.  Y. 
FEIBLEMAN,  JOSEPH  L.,  Indianapolis,  Ind.,  Ph.  G.  '90.  Not  heard  from. 
FELBAUM,  BERTHA,  Dayton,  Ind.,  B.  S.,  '96.     Not  heard  from. 
FELBAUM,  FRED  WILLIAM,  Dayton.  Ind.,  B.  S.  in  M.  E.,  '99.  Not  heard 

from. 
FELBAUM,  GUSTAV,  Dayton,  Ind.,  B.  S.  '99;   M.  S.  '04.  Not  heard  from. 
FELBAUM,    MATILDA  CHRISTINE,   Dayton,  Ind.,   M,  S.,   '02.     Teacher 

of  Literature  &  German  in  State  High  School,  Chippewa  Falls, 

Wisconsin. 
FERGER,   EDWARD,  Indianapolis,   Ind.,   Ph.    G.,    '95.      Not   heard   from. 
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FERGER,  GUSTAV,  Indianapolis,  Ind.,  Ph.  G.,  '00.     Not  heard  from. 

PERGER,  OTTO,  Indianapolis,  Ind.,  Ph.  G.,  '02.     Noi  heard  from. 

FERMIER,  EMILE  JEROME,  Weisburg,  Ind.,  B.  M.  E.,  '94;  M.  E.  '95. 
Instructor  in  Applied  Mechanics,  Purdue  University,  LaFayette, 
Indiana. 

FERNALD,  BENJAMIN  GRAVELY,  Leatherwood,  Virgina,  B.  S.  in  M. 
E.,  '98.     Not  heard  from. 

FERRIS,  CARLETON  GILLESPIE,  Big  Rapids,  Mich.,  B.  S.,  '98.  Not 
heard  from. 

FETTERS,  PETER  HERMAN,  Goshen,  Ind.,  Ph.  G.,  '87.     Not  heard  irom. 

FIELDS,  LAWRENCE  BRADLEY,  Shoals,  Ind.,  B.  S.  in  E.  E.,  '04.  Not 
heard  from. 

FIESER,  EDWARD,  Rochester,  Ind.,  Ph.  G.,  '98.     Not  heard  from. 

FINK,  JOHN,  Mt.  Comfort,  Ind.,  B.  S.  in  M.  E.,  '03.     Not  heard  from. 

FINNEY,  WILLIAM  PORTER,  Dana,  Ind.,  B.  M.  E.,  '94.  Not  heard 
from. 

FINNEY,  GEORGE  MINOT,  Chicago,  111.,  B.  S.  in  E.  E.,  '97;  E.  E.,  '98. 
Deceased,  June  14,  1902. 

FISHER,  CHARLES  SAMUEL,  Valparaiso,  Ind.,  B.  S.  in  C.  E.,  '03.  As- 
sistant Engineer  of  American  Bridge  Co.,  Erecting  Department, 
1247  Monadnock  Building,  Chicago,  111. 

FISHER,  ERNEST,  Remington,  Ind.,  B.  C.  E.,  '95.     Not  heard  from. 

FISHER,  MARTIN  LUTHER,  Bluffton,  Ind.,  B.  S.  in  Agriculture,  '03.  As- 
sistant in  Agriculture,  Purdue  University,  LaFayette,  Ind. 

FISHER,  MIRRILL,  Remington,  Ind.,  B.  M.  E.  in  E.  E.,  '93.  Not  heard 
from. 

FISK,  JOHN  MEEKER,  Malone,  N.  Y.,  B.  S.  in  E.  E.,  '98.  General  Man- 
ager Malone  Light  and  Power  Co.,  Malone,  N.  Y. 

FISKE,  JAMES  FRANKLIN,  Chester,  N.  H.,  Ph.  G.,  '92.     Not  heard  from. 

FITCH,  WALTER  VAN  TWILLER,  Huntertown,  Ind.,  B.  S.  in  M.  E.,  '99. 
Deceased,  January  2,  1902. 

FITZ,  WILLIAM  N.,  Greenfield,  Ind.,  Ph.  G.,  '02.     Not  heard  from. 

FITZER,  WILLARD  CLINTON,  Logansport,  Ind.,  B.  S.,  '90.  Not  heard 
from. 

FLANDERMEYER,  AUGUST  LOUIS,  Cleveland,  O.,  Ph.  G.,  '00.  Phar- 
macist, 1495  Pearl  st,  Cleveland,  Ohio. 

FLATHER,  ROBERT  BRUCE,  LaFayette,  Ind.,  B.  M.  E..  '95.  Not  heard 
from. 

FLAUGHER,  FRED  HARVEY,  Romney,  Ind.,  Ph.  G.,  '94.  Prescription 
Clerk  with  Bowles  Bros.,  Bloomington,  Ind. 

FLEMING,  MABEL  EWART,  Princeton,  Ind.,  Ph.  G.,  '04.  Not  heard  from. 

FLESHER,  HARRY  B.,  West  Lebanon,  Ind.,  B.  S.  in  Agriculture,  '95. 
Farming,   West  Lebanon,  Ind. 

FLETEMEYER,  LOUIS  HENRY,  LaFayette,  Ind.,  B.  S.  in  M.  E.,  '96. 
Chief  Draftsman  Cameron  Steam  Pump  Works,  140  East  27th 
St.,  New  York,  N.  Y. 

FOEHL,  HENRY  G.,  Kendallville,  Ind.,  Ph.  G.,  '96.     Not  heard  from. 

FOLEY,  JAMES  CLARENCE,  Milroy,  Ind.,  B.  S.  in  M.  E.,  '99.  Not 
heard  from. 
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FORD,   EDWIN   C,    New    Harmony,    Ind.,   B.    S.,    '01.      Pharmacist,    New 

Harmony,  Ind. 
FORD,  WALTER  WALLACE,   Rich  Valley,  Ind.,  B.   S.,   '92.     Not  heard 

from. 
FOSLER,  DAVID  W.,  Richmond,  Ind.,  Ph.  G.,  '02.     Not  heard  from. 
FOSLER,  JOHN,  Richmond,  Ind.,  Ph.  G.,  '01     Not  heard  from. 
FOSTER,  ALVA  CLAY,  Deputy,  Ind.,  B.  M.  E.,  '94.     Not  heard  from. 
FOSTER,  ANNA  (Mrs.  Walter  Quick)  Otterbein,  Ind.,  B.  S.,  '83.  Deceased, 

May,  1897. 
FOSTER,  ORION  LAWRENCE,  Tipton,  Ind.,  B.  S.,  '02.     Not  heard  from. 
FOUTS,  SAMUEL  EWRY,  West  Point,  Ind.,  B.  M.  E.  in  E.  E.,  '92;  L.  L. 

B.,    '96     (Columbia    University).    Patent    Attorney,    The    Arcade, 

Cleveland,   Ohio. 
FOUTS,  TAYLOR,  Camden,  Ind.,  B.  S.  in  Agriculture,  '02.  Not  heard  from. 
FOWLER,  CECIL  GROSS,  LaFayette,  Ind.,  B.  S.  in  M.  E.,  '01.     Not  heard 

from. 
FOX,  CHARLES  M.,  LaFayette,  Ind.,  Ph.  G.,  '03.     Pharmacist,  1315  Ball 

st,  LaFayette,   Ind. 
FOX,  JOHN  HENRY,  Indianapolis,  Ind.,  B.   S.  in  M.   E.,  '98.     Not  heard 

from. 
FOX,  MARVIN,  Hinsdale,  111.,  B.  S.  in  E.  E.,   '99.     Not  heard  from. 
FOX,  SAMUEL  ROBERTSON,  Muscatine,  Iowa,  B.  S.  in  E.  E.,  '96;  M.  E. 

'97.    Consulting   Engineer   and   Contractor,   1207    Fisher    Building, 

Chicago,  Illinois. 
FOX,    WILLIS    HENRY,    Three   Rivers,    Mich.,    Ph.    G.    '94.      Not    heard 

from. 
FRANCIS,  JACOB  RICHARD,  Indianapolis,  Ind.,  Ph.  G.,  '93.     Not  heard 

from. 
FRANZ,  CHARLES  HENRY,  Indianapolis,  Ind.,   Ph.  G.,  '00.     Not  heard 

from. 
FRASER,  MAMIE,  Terre  Haute,  Ind.,  B.  S.,  '81.     Not  heard  from. 
FRAZIER,    CHARLES,    Hillsboro,    Ind.,   B.    S.    in    Agriculture,    '01.     Not 

heard  from. 
FREED,  SARA   (Mrs.   S.   P.   Carithers)    West  LaFayette,   Ind.,  B.   S.,  '96. 

Elkins,  West  Virginia. 
FREEHAFER,   HARVEY  ELMER,   South  Bend.,   Ind.,   Ph.    G.,   '96.     Not 

heard  trom. 
FREUND,  WILLIAM   C,   Lynnville,  Ind.,   Ph.   G.,   '02.     Not  heard   from. 
FRIEDMAN,  CHARLES,  Ft.  Wayne,  Ind.,  Ph.  G.,  '00.     Not  heard  from. 
FRIERMOOD,  ROGER,  Marion,  Ind.,  B.  S.  '01.  Not  heard  from. 
FRISTOE,  EARL  D.,  Decatur,  Ind.,  B.  S.  in  E.  E.,  '02.  Deceased,  Jan.  14, 

1904. 
FRITZ,  GEORGE  MICHAEL,  Manilla,  Ind.,  B.  C.  E.,  '93.    Not  heard  from. 
FRITZ,  JOHN  P.,  Indianapolis,  Ind.,  Ph.  G.,  '96.     Druggist,  637  Virginia 

Ave.,     Indianapolis,  Ind. 
FRY,  ARTHUR  BERTRAM,  Jeffersonville,  Ind.,  B.  S.  in  E.  E.,  '96.     Not 

heard   from. 
FRY,  CHARLES  HERMAN,  Phoenix,  Arizona,  B.   S.   in  M.  E.,  '01.     As- 
sociate Editor  Railroad  Gazette,  Chicago,  111. 


22 


FRY,  GEORGE  GURTH,  Camp  Dennison,  Ohio,  B.  fc>.,  '03.  Soap  Manufac- 
turing, 619  N.   Senate  vave.,  Indianapolis,  Ind. 

FULKERSON,  ARTHUR  LEAMON,  Raglesville,  Ind.,  B.  M.  E.,  '94.  Not 
heard  from. 

FULLENWIDER,  JAMES  SCOTT,  Browns  Valley,  Ind.,  B.  S.  in  Agricul- 
ture, '92.     Farming  and  Stock  Raising,  Brown's  Valley,  Ind. 

FULLING,  WILLIAM  C,  Evansville,  Ind.,   Ph.  G.,  '02.     Not  heard  from. 

G 

GABLE,  PERR*  FRANCIS,  Frankfort,  Ind.,  B.  M.  E.  '95.  Owner  and 
Operator  of  Machine  and  Automobile  Shop,  Frankfort,  Ind. 

GALBREATH,  GEORGE  RICHARD,  LaFayette,  Ind.,  B.  S.  in  M.  E.,  '04. 
Not  heard  from. 

GANTZ,  WILLARD  C,  Saline  City,  Ina.,  Ph.  G.,  '04.  Prescription  Clerk, 
Lander  Pharmacy,   Van  Buren,   Ind. 

GARDNER,  THOMAS  MOONEY,  Bedford,   Ind.,  B.   M.   E.   in  E.  E.,   '92. 

M.  M.  E.,  '96  (Cornell).     Not  heard  from. 
GARHART,  NATHAN  KLINE,  Indianapolis,  Ind.,  Ph.  G..  '92.     Not  heard 

from. 
GARMAN,  HARRY  OTTO,  Rolling  Prairie,  Ind.,  B.  S.  in  C.  E.,  '02;  C.  E. 

'04.    Instructor   Civil   Engineering  Purdue   University,    LaFayette, 

Indiana. 
GARRETSON,  JOHN  ARCHIBALD,  Terre  Haute,  Ind.,  Ph.  G.,  '99.     Not 

heard  from. 
GARVER,  EDISON  MONROE,  Logansport,  Ind.,  Ph.   G.,   '03.     Not  heard 

from. 
GARVER,   GEORGE  LEWIS,  Connersville,  Ind.,  Ph.   G,  '95.     Not  heard 

from. 
GASKILL,  EUGENE  STALEY,  Frankfort,  Ind.,  B.  S.  in  E.  E.,  '98.     Not 

heard  from. 
GATES,  ARTHUR  OLIVER,  Toledo,  Ohio.,  B.  S.  in  E.  E.,  '98.  Not  heard 

from. 
GATES,  FLORENCE  ANNA,  Toledo,  O.,  B.  S.,  '03.     Teacher  in  Harvard 

High   School,   Harvard,  111. 
GATES,  JOHN  S.,  Muncie,  Ind.,  Ph.  G,  '01.    Not  heard  from. 
GATES,   JOSEPH   RALPH,   Tipton,   Ind.,  B.    S.    in   Agriculture,    '04.    Not 

heard  from. 
GATTEN,  MARY,  West  LaFayette,  Ind.,  B.  S.,  '03.     Not  heard  from. 
GAVAN,  CHARLES  DAVID,  LaFayette,  Ind.,  B.  M.  E.  in  E.  E.,  '94.  .  Not 

heard   from. 
GAYLORD,  JAMES  EDWARD,  LaFayette,  Ind.,  Ph.   G,   '03.     Not  heard 

from. 
GEE,  NORMAN  EDWARD,  Colburn,  Ind.,  B.  S.  in  M.  E.,  '96;   M.  E.  '99. 

Not  heard  from. 
GEMMER,  GEORGE   ANDREW,  Williamsport,  Ind.,  B.   S.   in  M.   E.,  '99. 

President  Gemmer  Engine  Co.,  Marion,  Ind. 
GEMMER,  WILMER  H.,  Williamsport,  Ind.,   B.   C.   E.,  '94.   County   Sur- 
veyor, Williamsport,  Ind. 
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GENTRY,  JAY  GOULD,  Rockport,  Ind.,  B.  S.  in  Agriculture,  '04.  Farm- 
ing, Rockport,  Ind. 
GERBER,  DW1GHT,  Ligonier,  Ind.,  B.  M.  E.,  '95.     Not  heard  from. 
GERHART,  WALTER  LEE,  LaFayette,  Ind.,  Ph.  G.,  '93.    Not  heard  from. 
GEYER,  EDMUND   ANDREW,  South  Bend,  Ind.,  Ph.    G.,   '00.     Manager 

Charles  Coonley  &  Co.,  Druggists,  503  W.  Marion  St.,  South  Bend, 

Indiana. 
GILLIN,  PHILLIP,  Birds,  111.,  B.  S.  in  C.  E.,  '02.     Not  heard  from. 
GILMAN,  ALBERT  EDWARD,  Ottawa,  111.,  B.  S.  in  M.  E.,  '99.    Not  heard 

from. 
GILMORE,  HARRY  ALBIN,  Jeffersonville,  Ind.,  B.  C.  E.,  '90.     Chief  En- 
gineer  for    Falkenau '  Construction   Co.,    900    N.    Francisco    Ave., 

Chicago,  111. 
GLASS,  FRANK  EARL,  Detroit,  Mich.,  B.  S.  in  E.  E.  '03.     Engineering 

Department,  Western  Electric  Co.,  352,  W.  117th  st,  New  York, 

New    i  ork. 
GODA,  PETER  HENRY,  Wabash,  Ind.,  B.   S.   in  M.   E.,  '04.     Not  heard 

from. 
GOEDDEL,  WILLIAM  ADOLPH,   Pittsburg,   Penn.,   B.    S.   in   M.    E.,    '03. 

Not   heard   from. 
GOLDEN,  ARTHUR  BYRON,  Rocky  Bar,  Idaho,  B.  S.  in  E.  E.,  '00.     Not 

heard  from. 
GOLDEN,  HELEN,  Wollaston,  Mass.,  B.  S.,  '90.     Assistant  Principal  High 

School,  Lawrence,  Mass. 
GOLDEN,  KATHERINE  (Mrs.  A.  W.  Bitting)  Wollaston,  Mass.,  B.  S.,  '90. 

M.  S.  '92,  West  LaFayette,  Ind. 
GOLDEN,  MICHAEL  JOSEPH,  Wollaston,  Mass.,   M.   E.,   '94;    Professor 

of  Practical  Mechanics,  Purdue  University,  LaFayette,  Indiana. 
GOLDSMITH.  SOLOMON,  Indianapolis,  Ind.,  Ph.  G.,  '02.     Not  heard  from. 
GOOD,  JACOB  CALVIN,  Marion,  Kansas,  Real  Estate  and  Loan  Business 

P.  O.  Box  167,  Chickasha,  Indian  Territory. 
GOODSPEED,  MEREDITH  CLYDE,  Wolcott,  Ind.,  B.  S.  in  E.  E.,  '04.     In 

the  testing  rooms  of  General  Electric  Co.,  Schenectady,  N.  Y. 
GORDON,  HUNTINGTON  LEE,  Rochester,  N.  Y.,  B.  S.  in  E.  E.,  '00.     Not 

heard  from. 
GOSS,  ARTHUR,  Vincennes,  Ind.,  B.  S.,  '88;  A.  C.  '89;  M.  S.  '95.    Director 

Indiana  Agricultural  Experiment  Station,  LaFayette,  Ind. 
GOSS,  OLIVER  PERRY  MORTON,  Martinsville,  Ind.,  B.  S.  in  C.  E.,  '04. 

Not  heard  from. 
GOUGH,  CALE  ROBERT,  Boonville,  Ind.,  B.  S.  in  E.  E.,  '01.     Not  heard 

from. 
GOUGH,  CHARLES,  Muncie,  Ind.,  B.  S.,  '90.     Not  heard  from. 
GOULD,    LUCIUS    VERNON,    Rochester,    Ind.,    B.    C.    E.,    '93.    Deceased, 

October,   1895. 
GRAHL,  OTTO  F.,  Fort  Wayne,  Ind.,  Ph.  G.,  '94.     Not  heard  from. 
GRANT,  LLOYD  MURRAY,   Spokane,   Wash.,  B.   S.   in  M.   E.,  '04.     Me- 
chanical   Engineer   and    Designer,    Union    Iron   Works,    Spokane, 

Wash.,   02228   Dakota  st. 
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GRAVES,  GEORGE  THOMAS,  Albion,  Ind.,  Ph.  G.,  '04.     Pharmacist  with 

W.  P.  Robinson  &  Co.,  Mishawaka,  Ind. 
GRAY,  HELENA  K.,   (Mrs.  Albert  DaCosta)   Princeton,  Ind.,  Ph.  G.,  '95. 

Deceased. 
GREEN,  CARL  R.,  Logansport,  Ind.,  B.  S.  in  M.  E.,  '98.     Not  heard  from. 
GREEN,  DWIGHT  MONROE,  Muncie,  Ind.,  B.  S.,  *U±.  Not  heard  from. 
GREENE,    EDITH    EVALYN,    (Mrs.    Ralph    Dorland),    West    LaFayette, 

Ind.,  B.   S.,  '02.     Not  heard  from. 
GREEN,  LEWIS  EDWARD,  Nulls  Mills,  Ind.,  Ph.  G,  '92.  Not  heard  from. 
GREENE,  WEEDEN  LINDLEY,  LaPlace,  111.,  B.  S.   in  E.   E.,   '03.     Not 

heard  from. 
GREEN,  WILLIAM  SAMUEL,  Nulls  Mills,  Ind.,  Ph.  G.,  '91.     Not  heard 

from. 
GREENICK,  ARTHUR  A,  Fort  Wayne,   Ind.,  B.   S.   in  M.   E.,  '01.     Not 

heard  irom. 
GREESON,  ALVIN  OTTO,  Alto,  Ind.,  B.   M.   E.   in  E.  E.,   '92.  B.   S.,  '00 

(Lawrence  University).    Not  heard  from. 
GREESON,  WALTER  GARFIELD,  Kokomo,  Ind.,  B.   S.,  '03.     Instructor 

in   Mathematics   and   English   in   Manual  Training  High   School, 

Louisville,   Ky. 
GREGG,  ALFRED  WILLIAM,  Riverside,  111.,  B.  S.,  '03;   M.   S.,  '04.     Not 

heard  from. 
GREGG,  CALEB  MILLS,  Crawfordsville,  Ind.,  B.  S.  in  E.  E.,  '03.  Assistant 

Division  Superintendent,  Public  Service  Corporation  of  New  Jer- 
sey, 36y2  Fulton  St.,  Newark,  N.  J. 
GREGG,  CARL  REED,  LaFayette,  ind.,  B.  S.   in  E.  E.,  '97.     Not  heard 

from. 
GREGG,  WARD  BENTON,  LaFayette,  Ind.,  B.  S.  in  E.  E.,  '02.    Not  heard 

from. 
GREGORY,  JOHN  RUPERT,  Williamsport,  Ind.,  B.  S.  in  E.  E.,  '04.     Not 

heard  from. 
GRIBBON,  HUGH,  Roann,  Ind.,  Ph.  G,  '97.     Not  heard  from. 
GRIESS,  JUSTIN  EMIL,  Cincinnati,  Ohio,  B.  S.  in  M..  E.,  '96.     Not  heard 

from. 
GRIFFITH,  BENJAMIN  FRANKLIN,  Huntington,  Ind.,  Ph.  G,  '92.     Not 

heard  from. 
GRIMES,  CHARLES  LARKIN,  Richmond,  Ind.,  B.  C.  E.,  '93.     Not  heard 

from. 
GRIMM,  EUGENE  LEONARD,  Indianapolis,  Ind.,  B.  S.  in  M.  E.,  '01.    Not 

heard  from. 
GUEST,  MAE  ELLEN,  LaFayette,  Ind.,  B.   S.,  '03.     Not  heard  from. 
GUTHRIE,  GUY  HAZELRIGG,  Greensburg,  Ind.,  Ph.  G.,  '03.     Drug  Clerk, 

Greensburg,  Ind. 
GWIN,  VORES  ESTELLA  (Mrs.  H.  N.  McCoy)  Battle  Ground,  Ind.,  B.  S., 

'96.     Not  heard  from. 

H 

HACKETT,  CHARLES  LUTHER,  Roanoke,  Ind.,  Ph.  G.,  '87.     Pharmacist, 

Roanoke,  Ind. 
HACKETT,  EDWARD,  Roanoke,  Ind.,  Ph.  G,  '96.     Not  heard  from. 
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HAGUE,  CHARLES   ELI  AS,  Auburn,  Ind.,  B.   M.  E.  in  E.  E.,  '95.     Not 

heard  from. 
HAINES,  GEORGE  WATSON,  Clarks  Hill,  Ind.,  Ph.  G,  '94.     Not  heard 

from. 
HALE,  DAISY  ALGER  (Mrs.  O.  L.  Foster)   Indianapolis,  Ind.,  B.  S.,  '03. 

Not  heard  from. 
HALL,  CHARLES  HASTINGS,  Kentland,  Ind.,  B.  S.  in  C.   E.,  '03.     Not 

heard  from. 
HALL,  HERMAN,  Azalia,  Ind.,  B.  S.  in  C.  E.,  '98.     Not  heard  from. 
HALL,  JOSEPH  JOHN,  Azalia,  Ind.,  B.  S.,  '99.     Not  heard  from. 
HALL,  THAD  DORSEY,  Princeton,  Ind.,  B.  S.  in  M.  E.,  '98.     Not  heard 

from. 
HOLLENBECK,   GEORGE   ELLIOTT,  Toledo,   Ohio,  B.   S.   in  M.   E.,   '00. 

Superintendent  Baker  Bros.'  Foundry  and  Machine  Works,   2403 

Lawrence  ave.,  Toledo,  Ohio. 
HALLER,  SINA  MARTIN  (Mrs.  Rudolph  Gundelfinger)  West  LaFayette, 

Ind.,  B.  S.,  '92.     Not  heard  from. 
HALLEY,  BELTON  HENRY,  Chicago,  111.,  B.  S.  in  M.  E.,  '96.     Not  heard 

from. 
HALSTEAD,  WILLIAM  CHESTER,  Kirkpatrick,  Ind.,  B.  S.  in  M.  E.,  '97. 

Mechanical   Engineer,  W.   &  L.   E.  R.  R.,   and  Wabash-Pittsburg 

Terminal  Ry.,  Norwalk,  Ohio. 
HAMILTON,  EUGENE   EVERETT,   Connersville,   B.   S.,    '00.     Not  heard 

from.  ,  ' 

HAMILTON,  GEORGE  FRANK,  St.  Joe  Station,  Ind.,  B.  S.  in  C.  E.,  '97. 

Resident  Engineer,  C.  B.  &  Q.  R.  R.,  Sheridan,  Wyoming. 
HAMSHER,  LENNA  AGNES   (Mrs.   David  Carleton)  LaFayette,  Ind.,  B. 

S.,  '95.     Not  heard  from. 
HAMSHER,  WILMA  GENEVIEVE,  LaFayette,  Ind.,  B.  S.,  '92.    Not  heard 

from. 
HAMPSON,  WILLIAM  B.,  Three  Spring,  Penn.,  B.  M.  E.,  '93.     Not  neard 

from. 
HANEY,  JOSEPH  EGBERT,  Mexico,  Ind.,  Ph.  G,  '00.     Not  heard  from. 
HANKER,  FRED  CHARLES,  Toledo,  111.,  B.  S.  in  E.  E.,  '02.    With  West- 

inghouse  Electric  and  Manufacturing  Co.,  Pittsburg,  Penn. 
HANNA,  CHARLES  URSEL,  Idaville,  Ind.,  Ph.  G,  '02.     Not  heard  from. 
HANNA,  JOSEPH  STUART,  LaFayette,  Ind.,  B.  M.  E.  in  E.  E.,  '94.    With 

Westinghouse  Electric  and  Manufacturing  Co.,  Pittsburg,  Pa. 
HANNA,  WILBUR  SHERFEY,  Plainfield,  Ind.,  B.   S.  in  C.  E.,  '04.     Not 

heard  from. 
HANSCOM,   ZAC,  Tacoma,  Wash.,   B.    S.   in  E.   E.,   '03.     Salesman  Great 

Western  Stove  Co.,  Tacoma,  Wash. 
HANSON,   THuMAS   ALFRED,  New  London,  Ind.,   B.    S.,   '98.     Teacher, 

Lead,  South  Dakota. 
HARBAUGH,  JEWELL  MARTZ,  LaFayette,  Ind.,  B.  S.,  '04.     Not  heard 

from. 
HARDING,   NORRIS   HEBBARD,   Osgood,    Ind.,    Ph.    G,    '94.      Salesman, 

George  A.   Kelly  Co.,  Wholesale   Druggists,   Seventh  ave.,   Pitts- 
burg,  Pa. 
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HARDMAN,  JESSE  MONROE,  River,  Ind.,  Ph.  G.,  '01.     Not  heard  from. 

HARDMAN,  WALTER  E.,  North  Manchester,  Ind.,  Ph.  G.,  '93;  M.  D.  '96. 
(Indiana  Medical  College).     Not  heard  from. 

HARMON,  CHARLES  ROY,  Brownsburg,  Ind.,  B.  S.  in  M.  E.,  '04.  Not 
heard  from. 

HARDWICKE,  GEORGE  FRANCIS,  Martinsville,  Ind.,  B.  S.  in  E.  E.,  '01. 
Manager  and  Division  Engineer,  Eastern  Division  Pioneer  Tele- 
phone and  Telegraph  Co.,  Muskegon,  Indian  Territory. 

HARLAN,  ORLA,  Logansport,  Ind.,  B.  S.  in  M.  E.,  '96;  M'  E.,  '97;  E.  E., 
'98;  Mechanical  Engineer,  Motive  Power  Department,  D.  L.  &  W. 
Ry.,  439  Wyoming  ave.,  Scranton,  Pa. 

HARLOW,  LAWRENCE  ALBERT,  Sharpsville,  Ind.,  B.   S.  in  C.   E.,  '99. 

Not  heard  from. 
HARPER,   JOHN   BRADFORD,   LaFayette,   Ind.,   B.    S.,    '75.      Not   heard 

from. 
HARRINGTON,  LEONARD  WILSON,  Mansfield,  Ohio.,  B.  S.  in  M.  E.,  '00. 

Deceased,  February  22,  1902. 
HARRINGTON,    LOU,   Lansing,   Mich.,   B.    S.    in    C.    E.,    '03.      Not   heard 

from. 
HARRIS,   HENRY   HERSCHEL,   Boswell,    Ind.,    Ph.    G.,    '89.      Not   heard 

from. 
HARRIS,  HU  MARVIN,  Jackson,  Tenn.,  B.  S.   in  M.  E.,  '02.     Draftsman 

for  Southern  Engine  and  Boiler  Works,  420  Chester  st,  Jackson, 

Tennessee. 
HARRIS,  ilOSS  WINSLOW,  Marion,  Ind.,  B.  S.  in  E.  E.,  '04.     Assistant 

in  Electrical  Engineering,  Purdue  University,  LaFayette,  Ind. 
HARRSCH,  WILLIAM  GEORGE,  Chicago,  111.,  B.  S.  in  M.  E.,  '03.     Steam 

Turbine  Department,  General  Electric  Co.,  Schenectady,  N.  Y. 
HARSH  AW,  FRANK,  LaFayette,  Ind.,  B.   S.,  '02.     Not  heard  from. 
HART,  NINA  BLANCHE,  Boonville,  Ind.,  Ph.  G,  '92.     Not  heard  from. 
HART,  WILLIAM  JOHN,  DeForest,  Ind.,  Ph.  G.,  '91.     Deceased. 
HARTMAN,   FRED   STEWART,   Fort  Wayne,   Ind.,  B.    S.   in  E.   E.,   '96. 

Assistant    Sales    Manager,    Ft.    Wayne    Electric    Works,    909    W. 

Wayne  St.,  Fort  Wayne,  Ind. 
HARTLEY,   HARRY  DWIGHT,   Muncie,  Ind.,  B.   S.    in  M.    E.,   '03.     Not 

heard   from. 
HATCH,  HUGH  BRENTON,   Huntertown,  Ind.,   B.    S.  in  M.   E.,   '01.     In 

office    Superintendent    Motive    Power    and    Equipment,    Michigan 

Central  R.  R.,  336  Vinewood  ave.,  Detroit,  Mich. 
HAUSER,  PERCY,  Aberdeen,   S.   Dakota,  B.   S.  in  M.   E.,  '99.   Passenger 

Car   Designer,    Pennsylvania   R.    R.,    Office    Mechanical    Engineer, 

Altoona,  Pa. 
HAUSS,  PHILIP  G.,  Indianapolis,  Ind.,  Ph.  G.,  '01.     Not  heard  from. 
HAVENS,   GEORGE  WALTER,  Rushville,  Ind.,   Ph.    G,  '98.     Not  heard 

from. 
HAVENS,    GEORGE,   Thawville,   111.,   B.    S.   in  C.   E.,   '04.     Engineer  for 

Jenney    &*Mundie,    Architects,    1401    New    York    Life    Building, 

Chicago,  111. 
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HAWKINS.  ROBERT  DOUGLASS,  Farmers'  Institute,  Ind.,  B.  M.  E.,  '93. 

M.   E.,  '95.     Mechanical  Engineer,  Great  Northern  Ry.,  St.   Paul, 

Minn. 
HAWORTH,  OWEN  CLINE,  Aroma,  Ind.,  B.  S.,  '03.     Not  heard  from. 
HAYES,  CLARKE  LORRAINE,  Bremen,  Ind.,  B.  S.  in  E.  E.,  '98.     Elec- 
trical Engineer  with  Tabulating  Machine  Co.,  1320,  11th  St.,  N.  W., 

Washington,   D.   C. 
HAYES,  MURAT  ETHELBERT,  Columbus,  Ind.,  B.  C.  E.,  '94.     Not  heard 

from. 
HAYMOND,  WALTER  OCTAVIUS,  Muncie,  Ind.,  B.  S.  in  E.  E.,  '01.     Not 

heard   from. 
HAYS,  HARRY  CLINTON,  Garrett,  Ind.,  B.  S.  in  M.  E.,  '01.  Not  heard 

from. 
HAYWOOD,   LULU   MAY,   West  LaFayette,   Ind.,   B.    S.,    '01;    M.    S.,   '04. 

Not  heard  from. 
HAYWOOD,    MARGARET   FRANCIS,    West   LaFayette,    Ind.,   B.    S.,   '02. 

Teaching  in  High  School,  Larimore,  North  Dakota. 
HAYWOOD,    THOMAS    LOWE,   West    LaFayette,    Ind.,    B.    S.,    '01.      Not 

heard  from. 
HEACOCK,    EDWIN   H.,   Lincolnville,   Ind.,  B.    S.,   '94;    M.    S.,    '95.     Not 

heard  from. 
HEAGY,   LOUIS    WALTER,    Columbus,    Ind.,    B.    S.    in    Agriculture,    '93. 

Lumber  Manufacturer,  Dexter,  Missouri. 
HEAVILON,  RICHARD  MAURICE,  Jefferson,  Ind.,  B.   S.  in  Agriculture, 

'98.     Not  heard  from. 
HEBEL,   CARL  CHRISTIAN,   Louisville,   Ky.,  B.   S.   in  E.   E.,  '04.     Not 

heard  from. 
HENDERSON,  ANNIE   (Mrs.  W.  A.  Willard)   LaFayette,  Ind.,  B.  S.,  '82. 

Not  heard  from. 
HENDERSON,  CARRIE  (Mrs.  John  L.  Griffiths)  LaFayette,  Ind.  B.  S.  '80. 

Not  heard  from. 
HENDERSON,   CHARLES   HASKELL,   LaFayette,  Ind.,  B.    S.,   '83.     Not 

heard  from. 
HENDERSON,  ISAAC  M.,  Sharpsville,  Ind.,  Ph.  G.,  '93.     Not  heard  from. 
HENDERSON,    MAUDE    RICHMOND,    LaFayette,    Ind.,    B.    S.(    '86.    Li- 
brarian, Astor  Library,  46  E.  21st  st,  New  York,  N.  Y. 
HENKEL,  MARY  ISABEL,  Goshen,  Ind.,   B.   S.,  '95.     Teacher  in  North 

Division  High  School,  Milwaukee,  Wisconsin. 
HENLEY,  CLYDE  COAL,  Carthage,  Ind.,  B.  S.  in  Agriculture,  '03.     Not 

heard  from. 
HENOCH,  MILTON  JACOB,  LaPorte,  Ind.,  B.  S.  in  C.  E.,  '98.     Assistant 

Engineer  L.  &  N.  R.  R.,  Louisville,  Ky. 
HENRY,  JOHN  M.,  Altoona,  Pa.,  B.  S.  in  M.  E.,  '00.     Not  heard  from. 
HENSLEY.  WILLIAM  T.,  Anderson,  Ind.,  B.  S.  in  E.  E.,  '97.     Electrical 

Engineer,  American  Engine  Co.,  Bound  Brook,  N.  J. 
HERBOLD,  FRED  D.,  Eugene,  Oregon,  Ph.  G,  '99.     Not  heard  from. 
HERKLESS,  ALMA,  Knightstown,  Ind.,  B.  S.,  '90.     Not  heard  from. 
HERKLESS,  ARVEL,  Knightstown,  Ind.,  B.  C.  E.,  '92.     Not  heard  from. 
HERON,  CHARLES  ALEXANDER,  Indianapolis,  Ind.,  B.  S.  in  E.  E.,  '04. 
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Assistant  in  Electrical  Engineering,  Purdue  University,  LaFay- 
ette,  Ind. 

HERRICK,  HORACE  THEOPHILUS,  New  Haven,  Ind.,  B.  S.  in  C.  E.,  '04. 
With  Engineering  Corps,  Erie  R.  R.,  830  Garfield  Building,  Cleve- 
land, Ohio. 

HERRON,  DAVID  ALDERMAN,  Academy,  South  Dakota,  B.  S.,  '04.  Medi- 
cal Student,  Central  College,  Physicians  and  Surgeons,  Indian- 
apolis, Ind. 

HERZOG,  JOHN  ADAM,  LaFayette,  Ind.,  B.  M.  E.,  '92.     Not  heard  from. 

HESS,  GUS,  Connersville,  Ind.,  Ph.  G.,  '93.    Not  heard  from. 

HESSLER,  JACOB  M.,  Connersville,  Ind.,  B.  M.  E.,  '95.  Foreman  Fur- 
niture Factory,  1148  San  Pedro,  Los  Angeles,  Cal. 

HICKMAN,  CHARLES  IRVIN,  Watseka,  111.,  B.  S.  in  E.  E.,  '03.  Tele- 
phone Engineer,  Western  Electric  Co.,  30  Seventh  ave.,  New 
YorK,  iN.  Y. 

HILBISH,  JOHN  EDWIN,  Bristol,  Ind.,  B.  S.  in  E.  E.,  '98.  Not  heard 
from. 

HILL,  DORA  EDITH,  Dayton,  Ind.,  B.  S.,  '99.     Not  heard  from. 

HILL,  MERLE  D'AUBIGNE,  Carthage,  Ind.,  B.  S.  in  C.  E.,  '98.  Not  heard 
from. 

HILL,  PEARL  MAY,  Dayton,  Ind,,  B.  S.,  '99.     Deceased. 

HILLER,  MARY  FLORENCE  (Mrs.  E.  E.  Hamilton)  LaFayette,  Ind.,  B. 
S.,  '01;  M.  S.,  '02.     Not  heard  from. 

HILLIS,  ALVA  LEONARD,  Lime  Dale,  Ind.,  B.  C.  E.,  '91.  City  Engineer, 
Marinette,  Wisconsin. 

HILLS,  ALVA  LORENZO,  Pittsburg,  Texas,  Ph.  G.,  '91.     Not  heard  from. 

HINCHMAN,  LEONIDAS  CLAY,  Rushville,  Ind.,  Ph.  G.,  '94.  Not  heard 
from. 

HINDERLIDER,  MICHAEL  CREED,  Medora,  Ind.,  B.  S.  in  C.  E.,  '97. 
Not  heard  from. 

HINESLEY,  WALTER  MARION,  West  LaFayette,  Ind.,  B.  S.  in  E.  E.,  '04. 
Principal  Mechanical  Department,  Southern  University  and  A. 
&  M.  College,  New  Orleans,  La. 

HIRSCH,  ZENNES,  Attica,  Ind.,  B.  S.  in  E.  E.,  '04.     Not  heard  from. 

HIRSCHFELD,  EMIL,  Cincinnati,  Ohio,  B.  S.  in  M.  E.,  '03.  Draftsman 
Signal  Department  Pere  Marquette  R.  R.,  305  E.  Congress  St., 
Detroit,   Mich. 

HITCH,  CHAUNCEY  ROBB,  Hazleton,  Ind.,  Ph.  G,  '99.     Not  heard  from. 

HITT,  RODNEY,  Indianapolis,  Ind.,  B.  S.  in  M.  E.,  '01.  Associate  Editor 
Railroad  Gazette,  83  Fulton  st,  New  York,  N.  Y. 

HITZ,  IRVING,  Chicago,  111.,  B.  C.  E.,  '90.  Deceased,  Sept.  24,  1901. 

HOAK,  BENJAMIN  MARTIN,  Pittsboro,  Ind.,  Ph.  G,  '92.  Assistant 
Professor  of  Materia  Medica,  Purdue  University,  LaFayette,  Ind. 

HODGES,  HARRY  LEON,  West  LaFayette,  Ind.,  B.  S.  in  C.  E.,  '04.  Not 
heard  from. 

HODGIN,  SIMEON  WILLIAM,  Richmond,  Ind.,  B.  S.  in  C.  E.,  '99.  Not 
heard  from. 

HODGKINS,  WILLIAM  LEWIS,  Chicago,  111.,  B.  S.  in  C.  E.,  '97.  Not 
heard  from. 
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HOEN,  WILLIAM  MARK,  Noblesville,   Ind.,  B.    S.   in  E.   E.,   '03.     With 

Westinghouse  Electric  and  Manufacturing  Co.,  Pittsburg,  Pa. 
HOFFMAN,    CHARLES    LEWIS,    West    LaFayette,    Ind.,    Ph.    G.,    '00. 

Deceased,  December  23,  1901. 
HOFFMAN,  CHARLES  OZRO,  West  Manchester,  Ohio,  Ph.  G.,  '99.     Not 

heard  from. 
HOFFMAN,  DANIEL  BRUCE,  Monitor,  Ind.,  B.  S.   '92;    M.   S.,  '93.     Not 

heard  from. 
HOFFMAN,  JAMES  DAVID,  Auburn,  Ind.,  B.  M.  E.,  '90;   M.  E.,  '93.     As- 
sociate Professor  Engineering  Design,  Purdue  University,  LaFay- 
ette, Indiana. 
HOFFMAN,  WILLIAM  HENRY,    Monitor,  Ind.,  B.  C.  E.,  '93.     Not  heard 

from. 
HOFFT,   FREDRIC  BERNARD,   Indianapolis,   Ind.,   B.    S.   in   E.    E.,   '02. 

Not  heard  from. 
HOHN,  FREDERICK  CARL,  Indianapolis,  Ind.,  B.  S.  in  C.  E.,  '03.     Not 

heard  from. 
HOKE,  CHARLES  CONSTANTINE,   Oaktown,   Ind.,   B.   S.  in  E.   E.,  '01. 

Not  heard  from. 
HOKE,  HARRY  A.,  Union  City,  Ind.,  B.  S.  in  E.  E.,  '96.     Assistant  Chief 

Draftsman,  M.   E.   Office,  Pennsylvania  Railroad,  Altoona,  Pa. 
HOLLADAY,  ERNEST  GRANT,  Chalmers,  Ind.,  B.  S.  in  C.  E.,  '01.     Not 

heard  from. 
HOLLINGSWORTH,  CALEB,  Dana,  Ind.,  B.  S.  in  E.  E.,  '02.     Not  heard 

from. 
HOLLINGSWORTH,    MARY    KATHARINE,    Dayton,     Ind.,     B.     S.,     '91. 

Deceased,  May  16,  1896. 
HOLLIS,  GEORGE  HENRY,  Jeffersonville,  Ind.,  Ph.  G.,   '02.     Not  heard 

from. 
HOLLIS,  GRACE    (Mrs.  Edward  Price)   West  LaFayette,  Ind.,  B.  S.   '94; 

M.  S.,  '98.     Big  Springs,  Texas. 
HOLMAN,  HARLAND  DAVIDSON,  Aurora,  Ind.,  B.  S.  in  E.  E.,  '04.  En- 
gineering   Department,    Bell    Telephone     Co.,    of     Missouri,    3034 

Franklin  ave.,  St.  Louis,  Mo. 
HOLMAN,  HUGH  BRACKETT,  Rochester,  Ind.,  B.  S.  in  C.  E.,  '01.     Not 

heard  from. 
HOLT,  HARRY  JOHNSTON,  Indianapolis,  Ind.,  B.  M.  E.,  '94.     Not  heard 

from. 
HOLT,     WILLIAM     GEORGE,     Paterson,     N.     J.,    B.     S.    in   E.    E.,    '01. 

Assistant  Engineer  Kansas  Telephone  Co.,  6th  and  Wyandotte  sts., 

Kansas  City,  Mo. 
HONER,  EDWIN  JOHN,  LaFayette,  Ind.,  Ph.   G.,  '03.     Not  heard  from. 
HONNOLD,  JOHN  OTIS,  Warrenton,  111.,  B.  S.  in  Agriculture,  '95.     Not 

heard  from. 
HONNOLD,    ORVILLE   ASBURY,   West   LaFayette,    Ind.,    B.    M.    E.,    '95. 

Operating  Engineer,  Power  System,  Utah  Light  and  Railway  Co., 

168  G.  st.,  Salt  Lake  City,  Utah. 
HOOBER,  ELI  KANE,  Springport,  Ind.,  B.  S.,  '85.     Deceased,  Dec.  17,  1890. 
HOOPENGARDNER,    FRANK   P.,    Ossian,   Ind.,   Ph.   G.,   '96.     Not   heard 

from. 
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HOPKINS,  RUBL  LOOMIS,  Arcadia,  Ind.,  Ph.  G.,  '03.     Not  heard  from. 
HOPPER,   ALBERT   MILTON,  LaFayette,   Ind.,   Ph.    G.,  '02.     Not  heard 

from. 
HOPPES,  WILLIAM  OSCAR,  Red  Key,  Ind.,  Ph.  G,  '04.    Not  heard  from. 
HORN,  GEORGE  WILLIAM,  LaFayette,  Ind.,  B.  S.  in  E.   E.,  '97.     Civil 

Engineer  City  Engineer's  Office,  Chicago,  111. 
HORD,    LUTHER   JEWETT,    Shelbyville,    Ind.,    Ph.    G.,    '89.      Not  heard 

from. 
HORN,  WILLIAM  LAUBACH,  LaFayette,  Ind.,  B.  S.,  '89.  Not  heard  from. 
HORNBROOK,  JOHN,  Evansville,  Ind.,  B.   S.   in  C.   E.,   '03.     Draftsman 

for  North  Works  of  Ilinois  Steel  Co.,  301  Webster  ave.,  Chicago, 

Illinois. 
HOUCK,  CLARENCE  DANIEL,  Shirley,  Ind.,  Ph.  G.,  '03.     Druggist,  Shir- 
ley, Indiana. 
HOUGHTON,  CARL  ROY,  Loogootee,  Ind.,  B.  S.  in  M.  E.,  '04.    Draftsman 

at  the  Murray  Iron  Works,  Burlington,  Iowa. 
HOUGHTON,  EDWARD  RUFUS,  White  Pigeon,  Mich.,  B.  S.  in  C.  E.,  '01. 

Not  heard  from. 
HOUSE,  ORA  ZEDEKIAH,  Elwood,  Ind.,  B.  S.  in  M.  E.,  '01.     In  Testing 

Department   Gas   and   Gasoline   Engines   of  C.    A.    Stickney   Co., 

St.  Paul,  Minn. 
HOUSER,  JUSTUS  CAESAR,   Flat  River,  Mo.,  Ph.   G.,   '93;    Ph.   C,   '94. 

Not  heard  from. 
HOWARD,  ARTHUR  WOODSIDE,  Jeffersonville,  Ind.,  B.  S.  in  M.  E.(  '01. 

Draftsman  U.  S.  Cast  Iron  Pipe  and  Foundry  Co.,  Louisville,  Ky. 
HOWARD,  LILLIAN  (Mrs.  W.  B.  Riley)  LaFayette,  Ind.,  B.  S.,  '90,  108 

Willow  st.,  Minneapolis,  Minn. 
HOWE,  BERNICE,  (Mrs.  Ingersoll)  Feeding  Mills.,  Mass.,  B.  S.,  '95.     Not 

heard  from. 
HOWE,  CHARLES  EDWARD,  Wabash,  Ind.,  B.  S.  in  M.  E.,  '96;  M.  E.  '02. 

Not  heard  from. 
HOWE,  WINTHROP  KEITH,  Chicago,  111.,  B.  M.  E.,  '89.    Not  heard  from. 
HUFFMAN,  JOHN  CLEMENT,  Milford,  Ind.,  B.   S.  in  E.  E.,  '02.     With 

Westingtonhouse  Electric  and  Manufacturing  Co.,  Pittsburg,  Pa. 
HULL,  EDITH  HEATH   (Mrs.  D.  B.   Luten)   LaFayette,  Ind.,  B.   S.,  '91. 

M.  S.,  '96.     Not  heard  from. 
HULL,  WILLIAM  ALBERT,  Liberty,  Ind.,  B.  S.  in  M.  E.,  '01.    Not  heard 

from. 
HUME,  ALBERT  NASH,  Plymouth,  Ind.,  B.  S.  in  Agriculture,  '00;  M.  S., 

'02.     Not  heard  from. 
HUNTER,  HARRY  CARTER,  Ossian,  Ind.,  Ph.  G.,  '96.     Not  heard  from. 
HURST,    LEWIS    ALEXANDER,    Muncie,    Ind.,    B.    S.,    '99.      Laboratory 

Assistant  Bureau  of  Soils,  Department  of  Agriculture,  Washing- 
ton, D.  C. 
HURTY,  JOHN,  Indianapolis,  Ind.,  Ph.  D.,  '86;   M.  D.    (Indiana  Medical 

College).     Not  heard  from. 
HUSTON,  FREDERICK   THEODORE,  Ft  Wayne,  Ind.,  B.   S.  in  M.  E., 

'04.     Not  heard  from. 
HUSTON,   HENRY  AUGUSTUS,  LaFayette,  Ind.,  A.  C,  '82.     Not  heard 

from. 
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HUTCHINS,  HARRISON  ALEXANDER,  Ganges,  Mich.,  B.  S.  in  E.  E.  '04. 

Not  heard  from. 
HUTCHINSON,  JAMES  FRANK,  Chicago,  111.,  B.  M.  E.,  '89.     Not  heard 

from. 
HUXTABLE,  LESLIE,  Connersville,  lnd.,  B.  S.  in  M.  E.,  '02.    With  West- 

inghouse  Air  Brake   Co.,  in  charge  of  tests  on  Motor   and   Air 

Compressors,  614   Coal  St.,  Wilkinsburg,   Pa. 
HYDE,  EDWARD  WYLLYS,  Cincinnati,  Ohio,  B.  S.   in  C.   E.,  '04.     Not 

heard  from. 

I 

IDE,  HARRY  HALSE\,  Logansport,  lnd.,  B.  S.  in  E.  E.,  '03.     Not  heard 

from. 
ILGENFRITZ,  ELMER,  West  LaFayette,  lnd.,  B.  S.   in  M.   E.,  '02.     Not 

heard  from. 
INCO,   CHARLES  EDWARD,   Gentryville,   lnd.,   Ph.    G.,  '96.     Not  heard 

from. 
INGERSOLL,  RALPH  WAD,  West  LaFayette,  lnd.,  B.    S.   in  t£.   E.,  '02. 

With   the  Telephone   Engineering  Department,   Western   Electric 

Co.,  New  York,  N.  Y. 
INGRAM,  WILLARD  EDWARD,  Marion,  lnd.,  B.   S.   in  C.   E.,  '01.     Not 

heard  from. 
IRWIN,  HOWARD  WILLIAM,  Northampton,  Mass.   ,B.   S.  in  M.  E.,  '03. 

Not  heard  from. 
IVES,  GEORGE  ROSS,  Delphi,  lnd.,  B.  S.,  '93.     Not  heard  from. 

J 

JACKSON,  EDMUND  DAVIS,  Peru,  lnd.,  B.  S.  in  E.  E.,  '96.  Field  Super- 
intendent, Russel  Wheel  &  Foundry  Co.,  Stevens  Building,  De- 
troit, Michigan. 

JACKSON,  EDWARD  HENDRICKS,  Greenfield,  lnd.,  Ph.  G.,  '95.  Not 
heard  from. 

JACOB,  WILHELMINA,  Watseka,  111.,  B.  S.(  '00.     Not  heard  from. 

JALBERT,  EUGENE,  Brazil,  lnd.,  Ph.   G,  '01.     Not  heard  from. 

JAMES,  HARRY  C.  LaFayette,  lnd.,  Ph.  G.,  '94.  Not  heard  from. 

JAMISON,  ALPHA  PIERCE,  West  LaFayette,  lnd.,  B.  M.  E.  '95;  M.  E., 
'97.  Assistant  Professor  of  Mechanical  Drawing,  Purdue  Univer- 
sity, LaFayette,  lnd. 

JAMISON,  JAMES  BLAINE,  LaFayette,  lnd.,  B.  S.,  '03.     Not  heard  from. 

JAQUES,  IRA  ALBERT,  Whitcomb,  lnd.,  B.  C.  E.,  '91.     Not  heard  from. 

JASCHAKA,  JOHN  HYPOLLITE,  Indianapolis,  lnd.,  B.  S.  in  M.  E.,  '01. 
Assistant  to  Mechanical  Engineer,  The  National  Malleable  Cast- 
ings Co.,  Cleveland,  Ohio. 

JAY.  MANUEL,  LaFayette,  lnd.,  Ph.  G.,  '86.     Physician,  Gunnison,  Colo. 

JEFFREY,  LEON  ABRAM,  Orland,  lnd.,  B.  S.,  '96.     Not  heard  from. 

JENKS,  FLOYD  B.,  Toronto,  lnd.,  B.  S.  in  Agriculture,  '98.  Teaching  in 
High  School,  Goshen,  lnd. 

JENKINS,  GEORGE  RICHARD,  Brazil,  lnd.,  B.  S.,  '04.  Assistant  Chemist 
Victor  Chemical  Works,  Chicago  Heights,  111. 
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JENNER,  ROY  M„  New  Albany,  Ind.,  Ph.  G.,  '01.    Deceased. 

JEWELL,  WALTER  E.,  LaFayette,  Ind.,  B.  S.  in  M.  E.,  '00.     Not  heard 

from. 
JOHNSON,  ALVIN  WALTER,  Atlanta,  Ind.,  B.  S.  in  E.  E.,  '04.     In  Test- 

ing  Department,  General  Electric  Co.,  Schenectady,  N.  Y. 
JOHNSTON,  BENJAMIN  BUTLER,   Anderson,  Ind.,  B.  S.   in  C.  E.,  '04. 

Not  heard  from. 
JOHNSON,    CLAUDE    SYLVESTER,    Colorado    Springs,    Colo.,    B.    S.    in 

M.  E.,  '01.     Assistant  in  Machine  Design,  Purdue  University,  La- 
Fayette, Ind. 
JOHNSTON,  DAVID  WALTER,  Tacoma,  Wash.,  B.  S.  in  M.  E.,  '96.     Not 

heard  from. 
JOHNSON,  HARRY,  LaFayette,  Ind.,  B.   S.,  '03.     Not  heard  from. 
JOHNSON,  HERBERT  LOVE,.  Indianapolis,  Ind.,  B.  S.  in  M.  E.,  '04.     Not 

heard  from. 
JOHNSTON,  LEE  FARRAR,  Detroit,  Mich.,  B.  S.  in  C.  E.,  '99.  Deceased, 

December  11,  1902. 
JOHNSON,  LELAND  FOX,  Fowler,  Ind.,  B.  S.   in  M.  E.,  '98.     Assistant 

Foreman  Machine  Shop,  Pennsylvania  R.  R.,  Ft.  Wayne,  Ind. 
JOHNSON,  LEROY,  LaFayette,  Ind.,  B.  S.  in  M.  E.,  '98.  Not  heard  from. 
JOHNSON,  LOUIS  LEE,  Indianapolis,  Ind.,  B.  S.  in  M.  E.,  '99.    Not  heard 

from. 
JOHNSON,  LOUISE  MARTHA,  Fowler,  Ind.,  B.  S.,  '98.     Clerk  in  Bureau 

of  Statistics,  Indianapolis,  Ind. 
JOHNSON,  RALPH  EUGENE,  LaFayette,  Ind.,  B.  S.  in  E.  E.,  '96.     Elec- 
trical Engineer  and  Contractor,  502  W.  Fayette  St.,  Baltimore,  Md. 
JOHNSON,  SHERMAN  AMASSA,  Plymouth,  Ind.,  Ph.  G.,  '99.     Ph.  C.,  '99. 

Not  heard  from. 
JOHNSTON,    WALTER   WILLIAM,    Greensburg,    Ind.,    Ph.    G.,    '00.      Not 

heard   from. 
JOHNSON,   WILLIAM  PETER,  Greenfield,  Ind.,  Ph.   G.,  '02.     Not  heard 

from. 
JONAS,   WILLIAM    CLIFTON,    Glenwbod,    Ind.,   Ph.    G.,   '95.     Not   heard 

from. 
JONES,  BERTRAM  THOMPSON,  Mooresville,   Ind.,  B.   S.   in  M.   E.,  '04. 

Farming,   Mooresville,  Ind. 
JONES,  DANIEL  MILFORD,  Westfield,  Ind.,  Ph.  G.,  '02.    Not  heard  from. 
JONES,  JOHN  GLOVER,  Indianapolis,  Ind.,  Ph.  G.,  '01.     Not  heard  from. 
JONES,  NELLE  PARKER  (Mrs.  W.  J.  Jones,)  West  LaFayette,  Ind.,  B. 

S.,  '98;  M.  S.,  '99.     10  Main  st,  West  LaFayette,  Ind. 
JONES,  OLIVER  MORTON,  Rob  Roy,  Ind.,  B.  S.,  '89;   LL.  B.,  '91   (Uni- 
versity of  Michigan).     Not  heard  from. 
JONES,  WILLIAM  STANLEY,  Shelby ville,  Ind.,  Ph.  G.,  '03.     Prescription 

Clerk,  Navin's  Pharmacy,  No.   1,  Indianapolis,  Ind. 
JONES,  WALTER  ABBOTT,  Fort  Wayne,  Ind.,  B.  S.  in  M.  E.,  '04.     Not 

heard  from. 
JONES,  WILLIAM  JAMES,  Woodland,  111.,  B.  S.,  '91;    M.   S.,  '92;   A.  C, 

'99.     Chief  Deputy  State  Chemist,  Purdue  University,  LaFayette, 

Indiana. 
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JONES,  WARREN  WORTH,  Pennville,  Ind.,  B.  S.  in  E.  E.,  '96.  Not  heard 

from. 
JORAY,  CHARLES  THOMAS,  Kendallville,  Ind.,  B.  S.  in  M.  E.,  '03.    Not 

heard  from. 
JORDAN,  DAVID  CHARLES,  Angola,  Ind.,  Ph.  G.,  '96.     Not  heard  from. 
JOY,  CHESTER  PRATT,  Jacksonville,  111.,  B.  S.  in  E.  E.  '03.     Not  heard 

from. 
JUDSON,  FREDERICK  WALLICK,  Indianapolis,  Ind.,  B.  S.  in  E.  E.,  '03. 

Not  heard  from. 
JULIEN,  WILLIAM  FLOYD,  Delphi,  Ind.,  B.   S.,  '96;    M.  D.    '00   (Rush). 

Not  heard  from. 
JUMP,  CHARLES  ASHLEY,  Muncie,  Ind.,  B.  S.,  '03.     Not  heard  from. 
JUMP,  SAMUEL  GILBERT,  Muncie,  Ind.,  B.  S.,  '97;   M.  D.,  '00   (Indiana 

Medical  College).     Not  heard  from. 

K 

KADEL,  EDWARD  A.,  Terre  Haute,  Ind.,  Ph.  G.,  '92.     Not  heard  from. 
KADEL,  OTTO  NICKOLAUS,  Terre  Haute,  Ind.,  Ph.  G,  '03.     Not  heard 

from. 
KAHL,  ARTHUR  ROBERT,  New  Albany,  Ind.,  B.  S.  in  E.  E.,  '04.     With 

Stromberg  Carlson,  Telephone  Manufacturing  Co.,  Rochester,  N.Y. 
KAHN,   SAMUEL,  San  Antonio,  Texas,  B.   S.,  in  E.   E.,  '03.     Not  heard 

from. 
KAILER,    CHARLES    EDWARD,    Naperville,    111.,    B.    S.    in    E..  E.,    '04. 

Deceased,  June  19,  1904. 
KALINOWSKI,  ALEXANDER  J.,  Otis,  Ind.,  B.   S.   in  E.   E.,  '01.   Super- 
visor Manual  Training  North  Side   Schools,  Pueblo,  Colo. 
KANZLER,  JOHN  FREDERICK,  Rockport,  Ind.,  Ph.  G.,  '99.     Pharmacist 

151  S.  Holman  St.,  Hammond,  Ind. 
KAPPEL,   JOHN   HERMAN,   Ft.    Wayne,   Ind.,    Ph.    G,    '95.      Not    heard 

from. 
KAPPUS,   FRED   CHARLES,   New  Washington,  Ohio,  Ph.   G,    '98.     Not 

heard  from. 
KARCHOFF,   MILAN   KONSTANTIN,  Kustendille,  Bulgaria,  B.   S.   in  E. 

E.,  '04.     In  School  for  Reserves  Officers,  Kniajeor,  Bulgaria. 
KARDES,  JOSEPH  ALOYSIUS,  ■Logansport,  Ind.,  Ph.  G,  '02.     Not  heard 

from. 
KEARNEY,  WILLIAM  JOHN,  Grant  Park,  111.,  B.  M.  E.,  '94.     Not  heard 

from. 
KEEFE,   MERTON  ROSCOE,  West  LaFayette,  Ind.,  B.   S.   in  C.  E.,   '02. 

Not  heard  from. 
KEIPER,  FRANK,  LaFayette,  Ind.,  B.  M.  E.,  '93;   M.  E.  '94;    M.  A.,  '96 

(Wabash),  LL.  B.,  '97  (Columbian  University).     Not  heard  from. 
KEIRN,  CLYDE,  Columbia  City,  Ind.,  B.  S.  in  E.  E.,  '04.    Not  heard  from. 
KEITH,  LORIN  A.,  Mansfield,  Ohio,  B.  M.  E.,  '95.     Not  heard  from. 
KELLAR,  FREDERIC,  Brazil,  Ind.,  Ph.  G.,  '02.     Not  heard  from. 
KELLEY,  ARTHUR  RUSSEL,  Muncie,  Ind.,  B.  S.  in  E.  E.,  '03.    Not  heard 

from. 
KELLY,  CHARLES  AUGUSTUS,  Winamac,  Ind.,  B.  S.  in  M.  E.,  '04.  Steam 

Turbine  Testing,  57  Center  St.,  West  Lynn,  Mass. 
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KELLY,  CHARLES  W.,  Sullivan,  Ind.,  B.  C.  E.,  '92.     Superintendent  of 

Bridges  and  Buildings,  C.  &  N.  W.  Ry.   (Iowa  Div.),  Boone,  Iowa. 
KELSAY,  GUY  HENRY,  Fairmount,  Ind.,  B.  S.  in  E.  E.,  '00.     Not  heard 

from. 
KEMMER,  ALVA  EARNEST,  Lewisville,  Ind.,  B.   S.   in  C.   E.,  '02.     As- 
sistant Engineer  C.  I.  &  L.  Ry.  Co.,  LaPayette,  Ind. 
KENEIPP,   HERVEY,  Owensville,  Ind.,  B.   S.  in  M.  E.,  '04.     Not  heard 

from. 
KENNEDY,  ARTHUR  P.,  Burrows,  Ind.,  B.  M.  E.,  '95.     Not  heard  from. 
KENNEDY,  HENRY  JAMES,  Baltimore,  Md.,  B.   S.  in  M.   E.,  '99.     Not 

heard  from. 
KENNEDY,  JOHN,  Worthington,  Ind.,  Ph.  G.,  '86.     Deceased. 
KENNEDY,  SAMUEL,  Shelbyville,  Ind.,  Ph.  G.,  '88;   M.  D.,  '91   (Indiana 

Medical  College).     Not  heard  from. 
KENNER,  MABEL  (Mrs.  W.  O.  Haymond)   Huntington,   Ind.,   B.   S.,  '00. 

Not  heard  from. 
KENNINGTON,  RICHARD  N.,  Indianapolis,  Ind.,  B.  S.  in  E.  E.,  '96.     Not 

heard  from. 
KENNON,    ORLINGTON    EVERT,    Winchester,    Ind.,    Ph.    G.,    '94.      Not 

heard  from. 
KENNON,  WILLIAM  WALDO,  Bartonia,   Ind.,  B.   S.   in  Agriculture,  '95. 

Not  heard  from. 
KENT,  WALTER,  Topeka,  Ind.,  B.  S.  in  E.  E.,  '04.     In  Construction  De- 
partment, Ft.  Wayne  Electric  Works,  Fort  Wayne,  Ind. 
KERCHEVAL,  JOE  CLIFFORD,  Sheridan,  Ind.,  B.  S.  in  M.  E.,  '96.     Not 

heard  irom. 
KERLIN,  LEROY  B.,  Delphi,  Ind.,  Ph.  G.,  '02.     Not  heard  from. 
KERR,  EDWARD  WILSON,  Centralia,  111.,  B.  M.  E.,  '94;  M.  E.,  '95.     Not 

heard  from. 
KESSLER,  CLAUDE  HENRY,  Anderson,  Ind.,  B.   S.  in  M.   E.,  '97.     Not 

heard  from. 
KETTLESTRINGS,  JOSEPH,  Oak  Park,  111.,  B.  M.  E.  in  E.  E.,  '93.     Not 

heard   from. 
KEYES,  CHARLES  DENMAN,  Peru,  Ind.,  B.  S.,  '84.     Deceased 
KIBBEY,  WALTER  LAURENS,  Bright,  Ind.,  B.  S.  in  C.  E.,  '99.    Deceased 

June  25,  1900. 
KIEFFER,  DAPHNE  KATE,  West  LaFayette,  Ind.,  B.  S.,  '91;   M.  S.,  '01 

Not  heard  from. 
KIEFFER,  EFFIE  MABEL,  West  LaFayette,  Ind.,  B.  S.,  '00.     Not  heard 

from. 
KIENLY,    ALBERT   V.,   LaFayette,    Ind.,   Ph.    G,   '01.     Not  heard  from. 
KING,  ABRAM  HENDRICKS,  Greensburg,  Ind.,  Ph.  G.,   '99.     Not  heard 

from. 
KING,  ALFRED  HIRAM,  Avilla,  Ind.,  B.  S.  in  Agriculture,  '95.  Farming 

Avilla,   Ind. 
KING,  ARTHUR  LIONEL,  Avilla,  Ind.,  B.  M.  E.,  '86.  Deceased,  Aug.  1895. 
KING,   EDWIN   TERRY,   Ligonier,   Ind.,   B.   S.   in   E.   E.,  '99.     Assistant 

Engineer,  The  North  Electric  Co.,  Cleveland,  Ohio. 
KING,  ELTON  J.,  Avilla,  Ind.,  B.  M.  E.  in  E.  E.,  '93.    Deceased,  1902. 
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KING,  FRANK  E.,  Avilla,  Ind.,  B.  C.  B.,  '89.     Assistant  Engineer  Bridges 

and  Buildings,  C.  M.  &  St.  P.  Ry.,  Chillicothe,  Mo. 
KING,  LLOYD  EVERETTE,  Avilla,  Ind.,  B.  S.  in  E.  E.,  '97.     Not  heard 

from. 
KING,  GEORGE  CARYL,  Jackson,  Tenn.,  B.  S.  in  M.  E.,  '01.     Not  heard 

from. 
KING,  J.  DILLON,  Blooming  Grove,  Ind.,  Ph.  G.,  '94.     Not  heard  from. 
KING,  LORENZO  B.,  Olive  Hill,  Ind.,  Ph.  G,  '96.     Not  heard  from. 
KING,   ROBERT    C.,   Wabash,    Ind.,   Ph.    G,    '02.     Not  heard   from. 
KING,  TERRY  TOWNSEND,  Jeffersonville,  Ind.,  B.  S.  in  E.  E.,  '02.     Not 

heard  from. 
KINGSLEY,    EDGAR   ALBERT,    Indianapolis,   Ind.,   B.    C.    E.,    '93.      City 

Engineer  and  Superintendent  of  Public  Work,  Little  Rock,  Ark. 
KINNAIRD,  LOUIS  SEVERANCE,  Ft.  Wayne,  Ind.,  B.   S.  in  M.  E.,  '96. 

Not  heard   from. 
KINSLEY,  JOHN  CLIFFORD,  Madison,  Iowa,  B.   S.   in  M.   E.,   '97.     Not 

heard  from. 
KINTNER,   SAMUEL   MONTGOMERY,  Rock  Haven,   Ky.,   B.   M.   E„  "94. 

Not  heard  from. 
KIPP,  ALFRED  RISTINE.  Indianapolis,  Ind.,  B.  S.  in  M.  E.,  '96;   M.  E. 

'99.     Master  Mechanic  Wisconsin  Central  Ry.,  Fond  du  lac,  Wis. 
KIPP,    HERBERT   ALBRECHT,   Indianapolis,   Ind.,   B.    S.    in  C.    E.,   '04. 

Not  heard  from. 
KIRBY,  JULIUS  GEORGE,  Springfield,  111.,  B.  S.  in  M.  E.,  '04.     Not  heard 

from. 
KIRBY,   LEROY   JENNINGS,   Fairbury,  111.,   B.    S.    in   E.   E.,   '04.     With 

Westinghouse  Electric  and  Manufacturing  Co.,  Pittsburg,  Pa. 
KIRK,  EDWARD  BINGHAM,  Jacksonville,  111.,  B.   S.  in  E.  E.,  '97.     Not 

heard  from. 
KIRKHOFF,  WILLIAM  FRANK,  LaFayette,  Ind.,  Ph.  G.,  '94.     Not  heard 

from. 
KIRKPATRICK,  WILLIAM  W.,  Clarks  Hill,  Ind.,  B.  S.,  '01.     Not  heard 

from. 
KITTREDGE,  ARTHUR  LYNDON,  Dayton,  Ohio,  B.  S.  in  M.  E.,  '02.     Not 

heard  from. 
KIZER,  ERNEST  IRVIN,  South  Bend,  Ind.,  B.  S.,  '99.     Not  heard  from. 
KLEIN,    GUSTAV   LOUIS,    Cincinnati,    Ohio,    B.    S.,   '01.      Chief    Chemist 

Sterling  Sugar  &  Railway  Co.,  Barceloneta,  Porto  Rico. 
KLEINSCHMIDT,   CHARLES   FREDERICK,    Cincinnati,    Ohio,    B.    S.    in 

M.  E.,  '03.     Not  heard  from. 
KLEPINGER,  JOHN   HENRY,   Pittsburg,   Ind.,  B.   M.    E.    '93.      Engineer 

and  draftsman,  Great  Falls,  Montana. 
KLIPSCH,  OSCAR  COLMAN,  Hope,  Ind.,  B.  S.  in  M.  E.,  '01.     Draftsman, 

160  Dare  st,   Cleveland,  Ohio. 
KLUEH,  CASIMIR,  Elwood,  Ind.,  B.  S.  in  C.  E.,  '02.     Not  heard  from. 
KLUTH,  ADOLPH,  LaFayette,  Ind.,  Ph.  G.,  '97.     Not  heard  from. 
KNAPP,    JOHN    DANIEL,    Argos,    Ind.,    B.    C.    E.(    '95.      Civil    Engineer 

Thebes  Bridge   Co.,   Thebes,    111. 
KNAPP,  JOSEPH  BURKE,  Evansville,  Ind.,  B.  S.  in  C.  E.,  '04.    Not  heard 

from. 
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KNAPP,  WARREN  MBLVIN,  Cambria,  Ind.,  Ph.  G.,  '98.     Not  heard  from. 
KNAUSS,   THEODORE  GLADSTONE,   Logansport,  Ind.,   B.    S.   in  M.   E., 

'99.     Chief  Draftsman,  Robinson  Machine  Co.,   Monongahela,   Pa. 
KNEALE,  JACK,  Brookston,  Ind.,  Ph.   G,  '94.     Not  heard  from. 
KNIGHT,  EARLE  RAWLINGS,  Urbana,  Ohio,  B.  S.,  '99.     Chief  Inspector 

of  Manufactures,  Bullock  Electric  Manufacturing  Co.,  Cincinnati,  O. 
KNOWLTON,  CORYDON,  Sacketts  Harbor,  N.  Y.,  Ph.  G.,  '95.     Not  heard 

from. 
KNOWLTON,  HORACE  HALL,  Logansport,  Ind.,  B.  C.  E.,  '95.    Engineer 

Maintenance  of  Way,  Chicago  Division  Big  Four  Ry.,  Indianap- 
olis, Ind. 
KNOX,    DAVID    McHAFFIE,    Allegheny,    Pa.,  B.  S.  in  M.  E.,  '03.       Me- 
chanical   Engineer,    Denver,    Northwestern    and    Pacific   Ry.,    711 

Majestic  Building,  Denver,  Col. 
KOCHERSPERGER,  GEORGE  HERBERT,  Chicago,  111.,  B.  M.  E.,  '95.  Not 

heard   from. 
KOEHN,  AUGUST,  Fort  Wayne,  Ind.,  Ph.  G.,  '97.     Not  heard  from. 
KOHN,  NATHAN,  Fort  Wayne,  Ind.,  B.  S.  in  E.  E.,  '00.     Salesman  Fort 

Wayne  Electric  Works,  818  Lincoln  Trust  Building,  St.  Louis,  Mo. 
KOLB,  E.   WORTH,  Oxford,   Ind.,  B.   C.   E.,  '95.     Supervisor  of  Signals, 

Neb.  Div.  Union  Pacific  R.  R.,  3212  Cummings  st,  Omaha,  Neb. 
KOLB,  JOHN  ELMER,  LaFayette,  Ind.,  B.  M.  E.,  '93.  Not  heard  from. 
KRAMER,   LOUIS   ALBERT,  Fort  Wayne,  Ind.,  Ph.   G,  '97.     Not  heard 

from. 
KRATZER,   EUGENE,  Waupecong,    Ind.,   Ph.   G.,    '96.     Not   heard   from. 
KUHNERT,  LOUIS  CONSTANCE,  Chicago,  111.,  B.  S.  in  M.  E.,  '03.     Not 

heard  from. 
KUNKEL,  EDWARD  M.,  Davenport,  Iowa,  B.  M.   E.  in  E.  E.,  '95.     Not 

heard  from. 
KYLE,  J.  WALTER,  Romney,  Ind.,  Ph.  G,  '91.     Not  heard  from. 


LABEN,  GEORGE  JOHN,  Crown  Point,  Ind.,  B.  S.,  '95,  M.  D.,  '00,  (Col- 
lege   of   Physicians   and    Surgeons,    Chicago).      Not   heard    from. 

LACEY,  CORA  (Mrs.  Quincey  Myers)  Perrysville,  Ind.,  B.  S.,  '90;  M.  S., 
'93.     Not  heard  from. 

LACKEY,  ROBERT  ALLEN,  Oak  Park,  111.,  B.  C.  E.,  '91.    Not  heard  from. 

LACEY,  GEORGE  WASHINGTON,  LaFayette,  Ind.,  Ph.  G.,  '90.  Not 
heard  from. 

LAFOLLETTE,  HARRY  C,  New  Albany,  Ind.,  B.  M.  E.,  '95.  Not  heard 
from. 

LAHR,  NATALIA  ELIZABETH  (Mrs.  Lewis  Dwight)  LaFayette,  Ind., 
B.  S.,  '96;  M.  S.,  '97,  729  W.  Quartz  st,  Butte,  Montana. 

LAIDLAW,  ROBERT  EUMAN,  Bond  Hill,  Ohio,  B.  S.  in  M.  E.,  '01.  As- 
sistant to  the  Manager,  Clayton  Air  Compressor  Works,  Bond 
Hill,  Ohio. 

LAMMEDEE,  JOHN  MOHLER,  South  Bend,  Ind.,  B.  S.  in  M.  E.,  '03.  Test- 
ing Department,  Pennsylvania  Railroad,  Altoona,  Pa. 
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LAMOTT,  MERLE  CLYDE,  E.  Germantown,  Ind.,  B.  S.  in  M.  E.,  '03. 
Special  Apprentice  with  A.  T.  &  S.  F.  R.  R.  Co„  Newton,  Kans. 

LAND,  HARRY,  Richmond,  Ind.,  B.  M.  E.,  '88.     Not  heard  from. 

LANE,  HENRY  MARQUETTE,  Oak  Park,  111..  B.  M.  E.(  '92;  M.  E.  '98. 
Editor  "The  Foundry  and  the  Pattern  Maker,"  Cleveland,  Ohio. 

LANE,  WALTER  HARLAN,  Colfax,  Ind.,  B.  S.  in  C.  E.,  '02.  Not  heard 
from. 

LANG,  LEONARD  HENRY,  South  Bend.,  Ind.,  Ph.  G.,  '04.  Prescription 
Clerk  with  E.  A.  Schiffer,  525  E.  Jefferson  St.,  South  Bend,  Ind. 

LANNERD,  WILLARD,  Cambridge  City,  Ind.,  B.  S.,  '01.  Teacher  in 
High    School,   Racine,  Wisconsin. 

LATOURRETTE,  WILLETT  JOSEPH,  Muscatine,  Iowa,  B.  S.  in  M.  E., 
'95.     Not  heard  from. 

LAUGHNER,  ROLLIN,  Preble,  Ind.,  B.  S.  in  M.  E.,  '03.  •  Assistant,  to  R. 
Huyck,  Supt.  National  Transit  Co.,  Room  40  National  Transit 
Building.  Oil  City,  Penn. 

LAWSHE,  CHARLES,  Swayzee,  Ind.,  Ph.  G.,  '04.     Not  heard  from. 

LAWVER,  DWIGHT  ALEXANDER,  Huntington,  Ind.,  B.  S.  in  E.  E.,  '04. 
Not  heard  from. 

LAWRENCE,  WILLIAM  ELDON,  Columbia  City,  Ind.,  B.  S.  in  Agricul- 
ture, '93.     Not  heard  from. 

LAWSON,  WALTER  S.,  Oxford,  Ind.,  Ph.  G.,  '98.     Not  heard  from. 

LAYDEN,  THOMAS  E.,  West  Point,  Ind.,  B.  S.,  '96.     Not  heard  from. 

LAYTON,  CLYDE  EDWIN,  Huntington,  Ind.,  B.  S.  in  E.  E.,  '04.  Not 
heard  from. 

LEACOCK,  HARRY,  Benton,  Ind.,  B.  S.  in  C.  E.,  '99.  Draftsman  with 
American  Bridge  Co.,  Ambridge,  Penn. 

LEARY,  FRED,  West  LaFayette,  Ind.,  B.  S.  in  M.  E.,  '02.  With  Westing- 
house  Air  Brake  Co.,  Pittsburg,  Penn. 

LEAVITT,  ROBERT  PEABODY,  Vernon,  Ind.,  B.  M.  E.  in  E.  E.,  '95.  Not 
heard  from. 

LEESER,  ALVIN  HENRY,  Fort  Wayne,  Ind.,  Ph.  G.,  '90.  Not  "heard 
from. 

LEFEVER,  EARLE  ALBERT.  West  LaFayette,  Ind.,  B.  S.  in  E.  E.,  '01. 
With  Buffalo  General  Electric  Co.,  Room  509  Central  Y.  M.  C.  A. 
Building,  Buffalo,  N.  Y. 

LEHR,  EDWIN,  Bremen,  Ind.,  B.  S.  in  E.  E.,  '01    Not  heard  from. 

LEMMON,  JOHN  ERNEST,  Washington,  Iowa,  Ph.  G.,  '99.  Not  heard 
from. 

LENNOX,  EDWIN,  Marion,  Ind.,  B.  S.,  '99.     Not  heard  from. 

LENTZ,  WILLIAM,  Roann,  Ind.,  Ph.  G.  '98.  Druggist,  16th  and  Lawrence 
sts.,  Denver,  Col. 

LEONARD,  HARRY  CARR,  Grand  Rapids,  Michigan,  B.  M.  E.,  '95.  Su- 
perintendent Grand  Rapids  Refrigerator  Co.,  24  John  st,  Grand 
Rapids,  Mich. 

LEVISTEIN,  MORRIS,  Spencer,  Ind.,  B.  C.  E.,  '89.     Deceased. 

LEVY,  ARCHIBALD  L.,  Chicago,  111.,  B.  S.  in  C.  E.,  '03.  Student  Colo- 
rado School  of  Mines.     Box  A,  Golden,  Col. 

LEWARD,  OVID  B.,  Oxford,  Ind.,  Ph.  G.,  '02.     Not  heard  from 
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LEWELLYN,  WILLIAM  FRANCIS,  Malott  Park,  Ind.,  Ph.  G.,  '04.     Not 

heard   from. 
LEWIS,  DAVID  ROBERT,   Hampton,   Va.,   B.    C.    E.,   '94.      Instructor   in 

Mechanical  Drawing,  Hampton  Institute,  Hampton,  Va. 
LEWIS,  HOLLIE  CURTIS,   Buck  Creek,   Ind.,   B.   S.   in   Agriculture,  '03. 

Not  heard  from. 
LEWIS,  RANSOME  TEDROWE,    Indianapolis,  Ind.,  B.  C.  E.,  '88;   C.  E., 

'92.     Manager  Elmira  Plant,  Empire  Bridge  Co.,  114  Caldwell  ave., 

Elmira,  N.   Y. 
LEWMAN,  EVERETT  ANDREW,  West  Union,  Ind.,  B.  S.  in  M.  E.,  '02. 

Not  heard  from. 
LIENKIEMPER,   OTTO,    Franklin,   Wis.,    Ph.    G.,   '98.     Not   heard   from. 
LINDEMAN,  HENRY  JOHN,  Troy,  Ind.,  Ph.  G.,  '97.     Not  heard  from. 
LINDLEY,  GEORGIANA   (Mrs.  A.  L.  Kittredge)   Noblesville,  Ind.,  B.  S., 

'01;  M.  S..  '02.     Not  heard  from. 
LINDLEY,  IRA  SILAS,  Tangier,  Ind.,  B.  C.  E.,  '94.     Not  heard  from. 
LINDLEY,  MABEL  CLARE,  Noblesville,  Ind.,  B.  S.,  '99.     Not  heard  from. 
LINDSAY,  ALEXANDER,  St.  Thomas,  Ontario,  B.  S.,  in  M.  E.,  '04.     Not 

heard  from. 
LINGENFELTER,  CARL  ELSWORTH,  Ft.   Madison,  Iowa,  B.   S.  in  M. 

E.,  '96.    Not  heard  from. 
LINGENFELTER,  FRANK  COPELAND,  Indianapolis,  Ind.,  B.  C.  E.,  '94. 

Not  heard  from. 
LINN,  EVA  LENORE,  LaFayette,  Ind.,  B.   S.,  '97;   M.  S.   '98.     Highland 

Park,  LaFayette,  Ind. 
LITTLE,  JAMES  HENRY,  Lowell,  Ind.,  B.   S.   in  Agriculture,  '90.     Not 

heard  from. 
LITTLE,   JESSE,   Lowell,  Ind.,   B.    S.   in   Agriculture,   '94.     Farmer   and 

Stock  Raiser,  Lowell,  Ind. 
LIVINGSTON,  ELLA  B.,  West  LaFayette,  Ind.,  Ph.  G,  '02.     Not  heard 

from. 
LIVINGSTON,  RICHARD  C,  West  LaFayette,  Ind.,  Ph.  G.,  '02.    Not  heard 

from. 
LODER,  ARTHUR  ERNEST,  Lonetree,  Ind.,  B.   S.   in  C.  E.,  '04.     Road 

Office,  Department  of  Agriculture,  Washington,  D.  C. 
LOGAN,  JAMES  HIRAM  BATES,  Rockport,  Ind.,  Ph.  G,  '04.     Prescrip- 
tion Clerk  in  Barges  Drug  Store,  Rockport,  Ind. 
LONG,  JACOB  ALBERT,  Bluffton,  Ind.,  Ph.  G.,  '93.     Not  heard  irom. 
LONGACRE,  MILTON  GUY,  LaFayette,  Ind.,  B.  S.  in  M.  E.,  '04.     Special 

Apprentice,  Collinwood,  Ohio. 
LORING,  FRANK  CARTER,  Marion,  Ind.,  B.  S.  in  E.  E.,  '04.    Not  heard 

from. 
LOTZ,  DUMONT,   Portland,  Ind.,  B.  S.,  '89;    M.   S.,  '90;    A.   C,  '91.     Not 

heard  from. 
LUBBERS,  HENRY,  Orange  City,  Iowa,  Ph.  G,  '02.     Not  heard  from. 
LUCAS,  AMY  (Mrs.  D.  J.  Mueller)  LaFayette,  Ind.,  B.  S.  'y5.    Not  heard 

from. 
LUCAS,  DANIEL  RALPH,  LaFayette,  Ind.,  B.   S.,  '03.     Medical  Student 

Columbia  University,  153  W.  64th  St.,  New  York,  N.  Y. 
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LUCAS,   GARFIELD   A.,   Stockwell,   Ind.,   Ph.    G.,   '02.     Not  heard   from-. 
LUCAS  MARGARET   (Mrs.   Jay  S.   Johnson)    LaPayette,  Ind.,  B.   S.,  '94. 

Not  heard  from. 
LUDY,  LLEWELLYN,   Millgrove,  Ind.,   B.    S.    in  M.    E.,   '98;    M.    E.,    '00. 

Assistant  Professor   of  Mechanical   Engineering,   Purdue   Univer- 
sity, LaFayette,  Ind. 
LUKE,  EUGENE,  Elkhart,  Ind.,  Ph.  G.,  '98.    Not  heard  from. 
LUKE,,  FRANK,  Covington,  Ind.,  B.  S.  in  Agriculture,  '95;   D.  D.   S.,  '97. 

(Indiana  Dental  College).     Not  heard  from. 
LUSK,  CHARLES,  Bluffton,  Ind.,  Ph.  G,  '98.     Not  heard  from. 
LUTZ,  ANNIE  MAY,   Shadeland,  Ind.,   B.    S.,   '90;    M.    S.,  '91;    B.    S.,   '92 

University  of  Michigan.)     Not  heard  from. 
LUTZ,  CLARA  THERESE,  Shadeland,  Ind.,  B.   S.,  '95.     Not  heard  from. 
LUTZ,  EFFA  (Mrs.  C.  L.  Ratliff)   Shadeland,  Ind.,  B.  S.,  '85.     Not  heard 

from. 
LUTZ,  FANNIE  (Mrs.  Elwood  Mead)  Shadeland,  Ind.,  B.  S.  '84.  Teacher, 

Marion,  Ind. 
LUTZ,  FLORA  J.,  Shadeland,  Ind.,  B.   S.,  '84.   Teacher  of  English,  High 

School,  LaFayette,  Ind. 
LUTZ,  HARRY  G,  Shadeland,  Ind.,  B.  S.,  '83.     Not  heard  from. 
LUTZ,    WILLIAM    JAMES,    Shadeland,    Ind.,    B.    S.,    '88 ;M.    S.,    '89.    Not 

heard  from. 
LYNCH,  DOSSEY  MONTGOMERY,   Memphis,  Tenn.,  B.   S.   in  E.   E.,  '02. 

Not  heard  from. 
LYONS,    STEPHEN   A.,    Boundary   City,   Ind.,    B.    S.    in   Agriculture,    '81. 

Not  heard  from. 

M 

MCALLISTER,  LEON,  Logansport,  Ind.,  B.  M.  E.,  '94.     Not  heard  from. 
McBETH,  JOSEPH  FRANKLIN,  West  LaFayette,  Ind.,  B.  C.  E.,  '88;   M. 

E.,  '94.     Not  heard  from. 
McBRIDE,  WILLIAM  FREDERICK,  Dayton,  Ind.,  B.  S.,  '92;    M.  S.,  '93; 

M.  D.,  '95  (Rush  Medical  College).  Not  heard  from. 
McBROOM,  ARNET  STONE,  Hillsboro,  Ind.,  B.  S.  in  C.  E.,  '01.     With  G. 

C.  &  S.  F.  Ry.,  Temple,  Texas. 
McBROOM,  ERRETTE  FAIRBANK,  West  LaFayette,  Ind.,  B.  S.  in  E.  E., 

'01.     Not  heard  from. 
McBROOM,   JOHN   MARTIN,   Hillsboro,   Ind.,   B.    S.,   '81.    Deceased,   Jan- 
uary, 1890. 
McBROOM,   LYNN   ROWLAND,   West   LaFayette,   Ind.,   B.    S.    in    E.   E., 

'02.     Not  heard  from. 
McCARGAR,  GUY,  Edinburg,  Ind.,  Ph.  G.,  '01.     Not  heard  from. 
McCARTY,  CLYDE,  Gosport,  Ind.,  Ph.  G.,  '98.     Not  heard  from. 
McCARTY,    JOSEPH    OTHO,    Nulls    Mills,    Ind.,    Ph.    G.,    '91.      Deceased, 

July  25,  1893. 
McCARTY,  OTTO,  Carthage,  Ind.,  Ph.  G.,  '02.     Pharmacist,  Carthage,  Ind. 
McCASLIN,  HERBERT   DITMARS,   Franklin,  Ind.,   B.   S.   in   M.    E.,   '04. 

Not  heard  from. 
McCLINTIC,   ALBERT  M.,  Newbern,  Ind.,  Ph.   G.,  '02.     Not  heard  from. 
McCLINTOCK,   ARTHUR  C,  Salem,  Ind.,  Ph.   G.,   '03.     Not  heard  from. 
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McCLUNG,  JOHN  LEIGHT,  Rochester,  Ind.,  Ph.  G.,  '95.     Not  heard  from. 
McCLURE,    CHARLES   ELTON,    Newton,    Ind.,    B.    S.,   '90.      Farmer   and 

Stock  Raiser,  Mellott,  Ind.,  R.  F.  D.  No.  2. 
McCLURE,   DAVID  OLIVER,  Mixerville,  Ind.,  B.    S.    in  C.   E.,   '99.     Not 

heard  from. 
McCOY,  FRED  JOHN,  Waukesha,  Wis.,  B.  S.  in  M.   E.,  '01.     Not  heard 

from. 
McCOY,  GEORGE  WASHINGTON,  Lovely  Dale,  Ind.,  B.  S.,  '84.  Insurance 

business,   Vincennes,  Ind. 
McCOY,    HERBERT    NEWBY,    Richmond,    Ind.,    B.    S.,    '92;    Ph.    D.,    '98 

(University  of  Chicago).     Not  heard  from. 
McCUTCHEON,   JOHN   TINNEY,   LaFayette,   Ind.,   B.   S.,   '89.    Not  heard 

from. 
McDILL,  BERT  L.,  Greensburg,  Ind.,  Ph.  G.,  '95.     Pharmacist,  2454  Cen- 
tral  Ave.,   Indianapolis,   Ind. 
MCDONNELL,  ALONZO  D.,  O'Hawa,  Ontario,  Ph.  G.,  '96;  Ph.  C.,  '96.     Not 

heard  from. 
MacDOUGAL,  DANIEL  TREMBLY,  West  LaFayette,  Ind.,  M.  S.,  '92;  Ph. 

D.  '97.  Assistant  Director  New  York  Botanical  Garden,  Bronx  Park, 

New  York,  N.  Y. 
McDOUGALL,  THOMAS  GRAY,  Cincinnati,  Ohio,  B.  S.  in  M.  E.,  '04.    Not 

heard  from. 
McFARLAND,  OWEN  DAIL,  Kendallville,  Ind.,  B.  S.  in  M.  E.,  '99.     Not 

heard  from. . 
McGAFFEY,  MARK  WEST,   Pittsburg,  Pa.,  B.  S.  in  M.  E.,  '98,  420  Du- 

quesne  Way,  Pittsburg,  Pa. 
McGOVNEY,   CHARLES   SAMUEL,   Columbus,   Ind.,    B.   S.,  '01.     Student 

in  Electrical  Engineering,  Purdue  University,  LaFayette,  Ind. 
McGRATH,  JOHN   CENTENNIAL,   LaFayette,  Ind.,   B.    S.   in  M.  E.,  '02. 

Not  heard  from. 
McHENRY,  ALBERT  WILLIAM,  Elmira,  N.  Y.,  B.  S.  in  E.  E.,  '02.     Not 

heard  from. 
McKEE,  JOHN  DONALD,  Cayuga,  Ind.,  jb.   S.   in  E.  E.,  '03.     Not  heard 

from. 
McKEE,  HARRY  HERALD,  Sheldon,  Ind.,  B.  S.  in  M.#  E.,  '04.     Assistant 

in  Practical  Mechanics,  Purdue  University,  LaFayette,  Ind. 
McKELLIPS,    CLARENCE    MELVILLE,    Connersville,    Ind.,   Ph.    G.,    '96. 

Assistant    Station    Chemist   and    Instructor    in    Pharmacy,    State 

Agricultural  College,  Corvallis,  Oregon. 
McKENNAN,  ROY  LINTON,  Connersville,  Ind.,  Ph.  G.,  '00.     Druggist  in 

Firm  of  S.  O.  McKennan  &  Son,  Connersville,  Ind. 
McKENNEY,  DUSTON  WILLIAM,  Aylmer,  Ontario,  B.  M.  E.,  '94;   M.  E. 

'95.     Principal  Manual  Training  School,  Homestead,  Pa. 
McKENZIE,  JOHN  W.,  River  John,  Nova  Scotia,  Ph.  G.,  '97.  Not  heard 

from. 
McKINNEY,  HELEN,  Bremen,  Ind.,  Ph.   G.,  '04.     Pharmacist  with  J.  E. 

Emanuel,  115  W.  Berry  st.,  Ft.  Wayne,  Ind. 
MCLAUGHLIN,  JAMES  BARTON,  Greensburg,  Ind.,  B.  S.  in  Agriculture, 

'00.     Not  heard  from. 
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MCLAUGHLIN,  DELLA,  Greensburg,  Ind.,  B.  S.,  '99.     Not  heard  from. 
McMAHAN,   CHARLES   SIMS,   Fairfield,   Ind.,  B.   S.   in   C.    E.,   '96.     Not 

heard  from. 
McMAHAN,  JOHN  WILLIAM,  Earl  Park,  Ind.,  Ph.   G.,   '92;    M.   D.,  '97. 

(Indiana  Medjcal  College.)     Not  heard  from. 
McMAHAN,   MARY   M.   L,   Terre   Haute,   Ind.,   Ph.   G.,   '93.     Not   heard 

from. 
McMULLAN,  AUGUSTUS  C,  West  LaPayette,  Ind.,  Ph.   G.,  '98;    Ph.  C, 

'9.8.    Not  heard  from. 
MCMILLAN,  LUCY  VINTON,  (Mrs.  E.  C.  Wagner)  LaFayette,  Ind.,  B.  S. 

'94;   M.  S.,  '97.     Not  heard  from. 
McNOWN,   CLARENCE,  Wadena,  Ind.,   B.   S.   in  M.    E.,   '03.     Not  heard 

from. 
McRAE,   CHARLINE    (Mrs.   S.   H.   Mitchell)    LaFayette,   Ind.,   B.    S.,   '94. 

M.  S.,  '96,  6538  Woodlawn  Ave.,  Chicago,  111. 
McROBERTS,  ALVA  A.,  West  LaFayette,  Ind.,  Ph.  G.,  '02.     Prescription 

Clerk  with  J.  L.  Adams  &  Co.,  Richmond,  Ind. 
McWILLIAMS,   ARTHUR,   Middletown,    Ind.,    B.    S.    in   E.    E.,    '02.      Not 

heard  from. 
MACE,  ALMON  GALITON,  Blocher,  Ind.,  B.  S.  in  Agriculture,  '01.     Not 

heard  from. 
MADAUS,   HERMAN  HARRY,  Wanatah,  Ind.,  B.   S.   in  Agriculture,   '04. 

Not  heard  from. 
MADDOX,   HARRY  RUPERT,  Montpelier,   Ind.,   Ph.   G.,   '04.     Not   heard 

from. 
MAHIN,  EDWARD,  Battle  Ground,  Ind.,  B.  S.,  '01;  M.  S.  '03.     Instructor 

in  Chemistry,  Purdue  University,  LaFayette,  Ind. 
MAISCHADER,  ANTHONY,   Shermanville,  111.,  B.   S.  in  C.   E.,  '02.     Not 

heard  from. 
MANNING,  THOMAS,  Elkhart,  Ind.,  B.  S.  in  C.  E.,  '01.  Deceased,  April,  1902 
MANSFIELD,  RALPH  GREGORY,  Eaton,  Ind.,  B.   S.  in  E.  E.,  '04     Not 

heard  from. 
MAPLE,   CHARLES   ORAD,   Indianapolis,    Ind.,    Ph.    G.,   '94.     Not   heard 

from. 
MARINE,  PEARL,  Jonesboro,  Ind.,  Ph.  G.,  '03.     Not  heard  from. 
MARKEL,  HERBERT,  LaFayette,  Ind.,  B.  M.  E.  in  E.  E.,  '95  E.  E.  '00. 

Not  heard  from. 
MARKS,  ALICE   (Mrs.  Charles  Dolman)  LaFayette,  Ind.,  B.  S.,  '95.     Not 

heard  from. 
MARKS,  LYDIA  CAROLINE,  LaFayette,  Ind.,  B.  S.,  '01;   M.  S.,  '02.     Not 

heard  from. 
MARKS,  THOMAS  RANKIN,  LaFayette,  Ind.,  B.  S.  in  E.   E.,  '96.     Not 

heard  from. 
MARQUIS,   JOHN   CLYDE,  West  LaFayette,   Ind.,   B.    S.   in   Agriculture, 

'04.     Associate  Editor  Farm  and  Home,  Springfield,  Mass. 
MARSH,   AMOS  MEMBORY,    S'ackett   Harbor,   N.    Y.,    Ph.    G.,    '94.      Not 

heard  from. 
MARSH,  CHARLES  LAWRENCE,  Cambridge,  Ohio,  B.   S.   in  C.  E.,  '00. 

Not  heard   from. 
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MARSH,  HARRY  BOWMAN,  Muncie,  Ind.,  B.  S.  in  E.  E.,  '96.  Secretary 
of  Sanborn-Marsh  Electric  Co.,  8  W.  Market  St.,  Indianapolis 
Indiana. 

MARSHALL,  CLOYD,  Indianapolis,  Ind.,  B.  M.  E.  in  E.  E.,  '95;  E.  E.  '00. 
Superintendent  Electrical  Machinery,  Louisinana  Purchase  Ex- 
position,  St.   Louis,   Mo. 

MARSHALL,  ESTELLE,  West  LaFayette,  Ind.,  B.  S.,  '02.  Not  heard 
from. 

MARSHALL,  HARRY  SCOTT,  Indianapolis,  Ind.,  B.  S.  in  C.  E.,  '03.  As- 
sistant in  Engineering  Corps,   Union  Station,  Terre   Haute,  Ind. 

MARSHALL,  LESTER  CROSS,  Rockville,  Ind.,  B.  S.  in  C.  E.,  '04.  As- 
sistant in  Civil  Engineering,  Purdue  University,  LaFayette,  Ind. 

MARSHALL,  LYLA  VIVIAN,  LaFayette,  Ind.,  B.  S.,  '04.    Not  heard  from. 

MARSHALL,  THOMAS  PYRON,  Macon,  Ga.,  Ph.  G.,  '94.     Not  heard  from. 

MARSHALL,  THOMAS  WORTH,  Economy,  Ind.,  B.  C.  E.,  '94.  Member 
of  firm  of  Sample  &  Marshall,  Consulting  Engineers,  919  Colo- 
rado Building,  Washington,  D.  C. 

MARTIN,  FREDERICK  TALBOT,  Richmond,  Ind.,  B.  S.  in  C.  E.,  '02. 
Assistant  on  Engineering  Corps,  Eastern  Division,  Pennsylvania 
Lines  west  of  Pittsburg,   1013   Pennsylvania  ave.,   Pittsburg,  Pa. 

MARTIN,  LEE  BAZZEL,  Attica,  Ind.,  B.  S.  in  C.  E.,  '03.    Not  heard  from. 

MARTIN,  WILL  CUMBACK,  Plymouth,  Ind.,  B.  S.  in  E.  E.,  '04  Elec- 
trician at  Edward  Plate  Glass  Works,  Toledo,  Ohio. 

MARTIN,  WILLIAM  CHARLES,  West  LaFayette,  Ind.,  B.  S.,  '01.,  1201 
W.  55th  St.,  Chicago,  111. 

MARTIN,  WALTER  GUY,  Muscatine,  Iowa,  B.  M.  E.  in  E.  E.,  '95;  B.  S. 
'96  (Missouri  School  of  Mines).     Not  heard  from. 

MASON,  FRED,  New  Albany,  Ind.,  Ph.  G.,  '01.     Not  heard  from. 

MATLOCK,  ERNEST,  Rushville,  Ind.,  B.  S.,  '00.     Not  heard  from. 

MATTES,  LEOPOLD  A.,  South  Bend,  Ind.,  Ph.  G.,  '98.     Not  heard  from. 

MATTHEW,  ORRA,  Mitchell,  Ind.,  Ph.  G.,  '02.     Not  heard  from. 

MAUCH,  MARTIN  JOHN,  LaFayette,  Ind.,  Ph.  G,  '95.     Not  heard  from. 

MAX,  JOHN  SHERIDAN,  LaFayette,  Ind.,  Ph.  G,  '91.     Not  heard  from. 

MAY,  EDWIN  MILLARD,  Cincinnati,  Ohio,  B.  S.  in  M.  E.,  '02;  M.  E.,  '03. 
With  T.  M.  Watkins  Manufacturing  Co.,  Gas  and  Gasoline  Engines 
2358  S.  Elm  st,  Walnut  Hills,  Cincinnati,  Ohio. 

MAY,  HARRY  CARLTON,  Covington,  Ky.,  B.  S.  in  M.  E.,  '02.  Not  heard 
from. 

MAY,  WALTER  TICHENOR,  Cannelton,  Ind.,  B.  S.  in  E.  E.,  '96.  Not 
heard  from. 

MAYER,  LOUIS  G.  C,  Indianapolis,  Ind.,  B.  S.  in  M.  E.,  '01.  405  N.  Noble 
st,  Indianapolis,  Ind. 

MAVOR,  MORTON  ROSCOE,  Chicago,  111.,  B.  S.  in  C.  E.,  '03.  Not  heard 
from. 

MAYSILLES,  JOHN  HENRY,  Munson,  West  Virginia,  B.  S.  in  M.  E.,  '03. 
Constructing  Engineer,  American  Locomotive  Co.,  25  Broad  St., 
New  York,  N.  Y. 

MAZE,  FRED  BYRON,  Quakertown,  Ind.,  B.  S.  in  E.  E.,  '99.  Not  heard 
from. 
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MEAD,  ELWOOD,  Patriot,  Ind.,  B.  S.,  '82;  C.  E.,  '83  (A.  and  M.  C,  Iowa) 
M.  S.,  '84;  D.  Eng.  '04.     Not  heard  from. 

MEAD,  SCOTT,  Patriot,  Ind..  B.  M.  E.,  '86.    Not  heard  from. 

MEANS,  EARLYN  ATLEY,  Shelbyville,  Ind.,  B.  S.,  '99.     Not  heard  from. 

MEANS,  OSCAR  A.,  Peru,  Ind.,  Ph.  G.,  '91.     Not  heard  from. 

MEARS,  LEROY  M.,  Elkhart,  Ind.,  Ph.  G.,  '03.     Not  heard  from. 

MECKEL,  GEORGE,  Cambridge,  Ind.,  B.  S.,  '90.     Deceased. 

MEDDIS,  GEORGE  SMALL,  Louisville.  Ky.,  B.  S.  in  ML  E.,  '01.  With 
Alabama  Manufacturing  Co.,  Mobile,  Alabama. 

MEEK,  CLAY  TOWN,  Spencer,  Ind.,  Ph.  G.,  '95.    Not  heard  from. 

MEEK,  CLYDE  LESTER,  Greensburg,  Ind.,  B.  S.,  '96.     Not  heard  from. 

MEGREW,  GEORGE  WILLIS,  Galveston,  Texas,  B.  S.  in  C.  E.,  '02.  Man- 
ager Texas  Engineering  Co.,  Houston,  Texas. 

MEHLIG.  MAXWELL  HENRY,  Tipton,  Ind.,  Ph.  G.,  '94;  M.  D.,  '97  (In- 
diana Medical  College).     Not  heard  from. 

MEIGS,  ELIZABETH  LEAMING,  LaFayette,  Ind.,  B.  S.,  '01.  Logansport, 
Indiana. 

MEINZEN,  FRED  W..  Fort  Wayne,  Ind.,  Ph.  G..  '98.    Not  heard  from. 

MEINZEN,  HH.NRY  W.,  Fort  Wayne,  Ind.,  Ph.  G.,  '90.  Druggist,  Ft 
Wayne,   Ind. 

MEI8ER,  JOHN  WILSON,  West  LaFayette,  Ind.,  Ph.  G.,  '02.  Druggist, 
Monticello,  Ind. 

MENAUGH,  WILLIAM  C,  Salem,  Ind.,  Ph.  G.,  '01.     Not  heard  from. 

MENNEN,  FRANCIS  EILERT,  LaFayette,  Ina.,  B.  S.  in  E.  E.,  '01.  Not 
heard  from. 

MERIAM,  JOSEPH  B.,  Randolph,  Ohio,  B.  S.  in  M.  E.,  '97.  Not  heard 
from. 

MERKEL,  HENRY  WILLIAM,  Cincinnati,  Ohio.,  B.  S.  in  M.  E.,  '04.  Not 
heard  from. 

MERRILL,  BARRETT  MORRISS,  Spokane,  Wash.,  B.  S.  in  E.  E.,  '02. 
Not  heard  from. 

MERRITT,  ELBERT  B.,  Scircleville,  Ind.,  Ph.   G.,  '99.     Not  heard  from. 

MERTZ,  EDWARD  LEANDER,  Fort  Wayne,  Ind.,  Ph.  G.,  '96;  Ph.  C,  '96. 
Not  heard  from. 

METCALF,  ARTHUR  B.,  Indianapolis,  Ind.,  Ph.  G.,  '02.  Pharmacist,  931 
North  Senate  ave.,  Indianapolis,  Ind. 

METZGER,  GEORGE  CHARLES,  LaFayette,  Ind.,  Ph.  G.,  '91.  Deceased, 
November,    1891. 

MEYER,  JAMES   OWEN,  Brookville,   Ind.,  B.   S.,   '98.     Not  heard  from. 

MEYER,  JULIUS  BANTLIN,  Brookville,  Ind.,  B.  S.,  '97;  M.  S.,  '01.  Not 
heard  from. 

MICHAEL,  LOREN  PORTER,  Mt.  Carmel,  111.,  B.  S.  in  M.  E.,  '96.  Not 
heard  from. 

MIDDLETON,  CHARLES  EDWARD,  Madison,  Ind.,  B.  C.  E.,  '89.  Not 
heard  from. 

MIDDLETON,  GEORGE  ULRIC,  Madison,  Ind.,  B.  S.  in  C.  FL,  '04.  Not 
heard  from. 

MILES,  EVERETT  EUGENE,  Milford,  Ind.,  B.  S.  in  K  E.,  '04.  In  Con- 
struction Department,  Ft.  Wayne  Electric  Works,  1216,  W.  Jef- 
ferson  st,   Ft    Wayne,   Ind. 
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MILLER,  uHARLES  LEE,  Middletown,  Ind.,  B.  S.  in  M.  E.,  '03.  Not 
heard  from. 

MILLER,  CHARLES  SIDNEY,  Shellman,  Ga.,  Ph.  G.,  '00;  M.  D.,  '03. 
(Atlanta).     Physician  and  Surgeon,  Citra,  Florida. 

MILLER,  CLARENCE  E.,  Indianapolis,  Ind.,  Ph.  G.,  '04.     Not  heard  from. 

MILLER,  DAVID  BETHNEL,  Pimento,  Ind.,  B.  S.  in  Agriculture,  '98. 
Deceased,  August  26,  1903. 

MILLER,  EULORA  (Mrs.  Rufus  Jennings)  LaFayette,  Ind.  B.  S.,  '78.  Not 
heard  from. 

MILLER,  FRANK  E.,  Cleveland,  Ohio,  Ph.  G.,  '00.     Not  heard  from. 

MILLER,  FRANKLIN  W.,  Whitaker,  Ind.,  Ph.  G.,  '98.     Not  heard  from. 

MILLER,  FREDERIC  HENRY,  Waynetown,  Ind.,  B.  S.  in  E.  E.,  '04.  Su- 
perintendent Versailles  Water  Works  and  Electric  Light  Plant, 
Versailles,  Ohio. 

MILLER,  FREDERICK  W.,  Fort  Wayne,  Ind.,  Ph.  G.,  '02.  Not  heard 
from. 

MILLER,  GERTRUDE  LYLE,  Greensburg,  Ind.,  Ph.  G.,  '04.  Not  heard 
from. 

MILLER,  GUY  B.,  Bluffton,  Ind.,  Ph.  G.,  '98.     Not  heard  from. 

MILLER,  HOMER  A.,  Alaska,  Ind.,  B.  S.  in  Agriculture,  '01.  Not  heard 
from. 

MILLER,  JOHN  F.  G.,  Nineveh,  Ind.,  B.  S.  in  M.  E.,  '03.    Not  heard  from. 

MILLER,  JOHN  HENRY,  Vincennes,  Ind.,  Ph.  G.,  '92.     Not  heard  from. 

MILLER,  JOSEPH  GRAHAM,  Greensburg,  Ind.,  B.  S.  in  Agriculture,  '02. 
Not  heard  from. 

MILLER,  LOREN  BENJAMIN,  Indianapolis,  Ind.,   Ph.    G.,   '93.   Deceased. 

MILLER,  ROBERT  SAMPLE,  LaFayette,  Ind.,  B.  M.  E.  in  E.  E.,  '95. 
M.  E.,  '97.    Deceased,  February,  1904. 

MILLER,  SHREWSBURY,  B.,  Charleston,  West  Virginia,  B.  M.  E.,  '86. 
Not  heard  from. 

MILLER,  WALTER  EDWARD,  Indianapolis,  Ind.,  B.  S.  in  C.  E.,  '03. 
Not  heard  from. 

MILLS,  EDWARD  FRANCIS,  Rensselaer,  Ind.,  B.  S.  in  E.  E.,  '03.  Not 
heard   from. 

MILLS,  HENRY  HERBERT,  Brookston,  Ind.,  B.  S.  in  M.  E.,  '96.  Not 
heard  from. 

MILLS,  HORACE  CARTER,  Mooresville,  Ind.,  B.  S.  in  Agriculture,  '04. 
Not  heard  from. 

MILNER,  BERT  BRANSON,  Hartford,  Kansas,  B.  S.  in  M.  E.,  '04.  Spe- 
cial Apprentice  Pennsylvania  R.  R.,  Altoona,  Pa. 

MINCH,  JOHN  DAVID,  West  LaFayette,  Ind.,  B.  S.,  '03.  Deceased,  Sep- 
tember, 1903. 

MINOR,  JOHN  WILLIAM,  Indianapolis,  Ind.,  B.  S.  in  E.  E.,  '96.  Not 
heard   from. 

MINTER,  WILLIAM  HARRY  OSCAR,  Indianapolis,  Ind.,  Ph.  G.,  '98.  Not 
heard  from. 

MISAKI,  SEIZO,  Hyogo,  Keu,  Japan,  B.  M.  E.  in  E.  E,,  '94.  Chief  En- 
gineer of  the  Hanshin  Electric  Ry.  Co.,  Kobe,  Japan. 

MITCHELL,  HOWARD  BURTON,  Indianapolis,  Ind.,  B.  S.  in  C.  E.,  '04. 
The  Chalfant,  Indianapolis,  Ind. 
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MITCHELL,  RICHARD  ROBINSON,  South  Bend.,  Ind.,  B.  S.  in  E.  E.,  '03. 

Assistant    in    Engineering    Laboratory,    Purdue    University,    La- 

Fayette,  Ind. 
MITCHELL,    SINGLETON,   R.,    LaFayette,    Ind.,   B.    S.,    '02.      Not    heard 

from. 
MITCHELL,  VERNE   VAN  DUYN,  Monroevilie,   Ind.,  B.   S.,  '04.     Assist- 
ant Cashier  of  Citizens'  National  Bank,  Monroevilie,  Ind. 
MOCK,  CHARLES,  Rushville,  Ind.,  B.  M.  E.,  '88.     Not  heard  from. 
MONTGOMERY,  ETHEL  LINWOOD,  South  Bend.,  Ind.,  B.  S.,  '01;  M.  S. 

'02.  Teacher  in  South  Bend  High  School,  South  eBnd,  Ind. 
MONTGOMERY,  JAMES,  Brook,  Ind.,  Ph.  G.,  '01.  Not  heard  from. 
MONTGOMERY,  JOHN   SYLVESTER,  New  Richmond,  Ind.,  B.   S.  in  M. 

E.,  '98  Deceased,  June  21,  1902. 
MONTOUX,  CHARLES  JOHN,  Evansville,  Ind.,  Ph.  G.,  '99;    Ph.  C,  '99. 

Not  heard  from. 
MOODY,  ARTHUR,  Indianapolis,  Ind.,  B.  S.,  '91.     Not  heard  from. 
MOOR,  FOREST  GEORGE,  I  etts,  Ind.,  B.  S.  in  M.  E.,  '03.     International 

Harvester  Company,  7  Monroe  St.,  Chicago,  Ills. 
MOOR,  JOE  D.,  Elizabethtown,  Ind.,  B.  S.  in  Agriculture,  '85;   A.  C,  '96. 

Not   heard   from. 
MOORE,  CHARLES  FREMONT,  Montmorenci,  Ind.,  B.  S.,  '87.     Proprietor 

Business  College,  Racine,  Wis. 
MOORE,    CLYDE    WILBUR,    Farmland,    Ind.,    B.    S.    in   Agriculture,    '01. 

Not    heard  from. 
MOORE,   FREDERICK   AUGUSTUS,  Vincennes,   Ind.,   Ph.    G.,   '99.     Drug 

Clerk,  1201  Poplar  st.,  Terre  Haute,  Ind. 
MOORE,  HERBERT  OTIS,  Westfield,  Ind.,  Ph.  G.,  '95.     Not  heard  from. 
MOORE,  JOHN  ELY,  Coesse,  Ind.,  B.   M.  E.,  '92;    E.  E.,  '94   (Princeton). 

Not  heard  from. 
MOORE,  ROBERT  SKINNER,  LaFayette,  Ind.,  B.  M.  E.,  '93;   M.  E.,  '00. 

Not  heard  from. 
MOORE,  SAMUEL,  LaFayette,  Ind.,  B.  M.  E.,  '94.    Not  heard  from. 
MOORE,  WARREN  EDMUND,  LaFayette,  Ind.,  B.  S.  in  C.  E.,  '97.     Not 

heard  from. 
MOORE,  WILLIAM  HENRY  HUDSON,  West  LaFayette,  Ind.,  B.  S.,  '03. 

Student  at  Rush  Medical  College,  503  Adams  st.,  Chicago,  111. 
MOORE,  WILLIAM  NEWTON,  Irvington,  Ind.,  B.   S.  in  M.  E.,  '03.     Not 

heard  from. 
MOORE,  WILLIAM  SMELSOR,  Irvington,  Ind.,  B.  S.  in  C.  E.,  '98.     City 

Engineer,  Mishawaka,  Ind. 
MORAWECK,  ALVIN  HERMAN,  Tell  City,  Ind.,  B.  S.  in  E.  E.(  '96.     Not 

heard   from. 
MOREHOUSE,  LUCILE  ELEANOR,  LaFayette,  Ind.,  B.  S.,  '95.,  563  Pros- 
pect st,  Cleveland,  Ohio. 
MOREY,  CHARLES  WILLIAM,  Quincy,  Mich.,  B.   S.   in  E.  E.,  '97.     Not 

heard  from. 
MOREY,   NETTIE   D.,    (Mrs.   J.   W.  Errant)    LaFayette,   Ind.,  B.   S.,   '79; 

M.  D.,  '80  (W.  M.  C,  Chicago).     Not  heard  from. 
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MOREY,  WILLIAM  EDWARD,  Clinton,  Iowa,  B.  S.  in  M.  E.,  '00;   M.  E. 

'04.     Mechanical  Engineer,  Bettendorf  Axle  Co.,  Davenport,  Iowa. 
MORGAN,   HERBERT   GEORGE,    Huntington,   Ind.,   B.   S.   in   E.    E.,   '04. 

Not  heard  from. 
MORGAN,  JOHN  JAY,   Otterbein,   Ind.,   B.    S.   in  C.   E.,  '04.     Not  heard 

from. 
MORRILL,  WILBUR  NATHANIEL,  New  Albany,  Ind.,  B.  C.  iii.,  '91.  To- 
pographer in  U.  S.  Geological  Survey,  Washington,  D.  C. 
MORRIS,  ROBERT  A.,  Loogootee,  Ind.,  Ph.  G.,  '03.     Not  heard  from. 
MORRIS,  THOMAS  E.,  Atlanta,  Ind.,  Ph.  G.,  '99.     Not  heard  from. 
MORRISON,  GEORGE,  Shelby ville,  Inu.,  Ph.  G.,  '88.     Not  heard  from. 
MORROW,  FREDERICK  EDGAR,  Kokomo,  Ind.,  B.  S.  in  C.  E.,  '04.    With 

Chicago  &  Northwestern  Ry.,  Maintenance  of  Way  Department, 

236  Howard  Ave.,  Austin,  111. 
MORSE,   TERRELL  EUGENE,   Wabash,  Ind.,   B.    S.   in  C.   E.,   '97.     Not 

heard  from. 
MOSCHELLE,  JUDSON,  Indianapolis,  Ind.,  Ph.  G.,  '98,  Ph.  C,  '98;  M.  D., 

'02.    (Indiana    Medical    College.      Physician   and    Surgeon,    626    S. 

Meridian  st,  Indianapolis,   Ind. 
MOSSMAN,  WADE   H.,  Treaty,  Ind.,   Ph.   G.,  '02.     Not  heard  from. 
MOTTER,   METTA  MAY    (Mrs.  D.   D.    Matthews)    West  LaPayette,  Ind., 

B.  S.,  '98.     Not  heard  from. 
MOTTER,  WILLIAM,  West  LaFayette,  Ind.,  B.  S.  in  E.  E.,  '96;  E.  E.,    98. 

Not  heard   from. 
MOWRY,  EDWIN  J.,  Roanoke,  Ind.,  Ph.  G.,  '86.     Prescription  Clerk  with 

J.    E    Sturgis,    Bluffton,    Ind. 
MUDD,  HERBERT  KENDRICK,  Springfield,  111.,  B.  S.  in  M.  E.,  '96.     Not 

heard  from. 
MUELLER,  EDWARD,  South  Bend,  Ind.,  B.  S.,  '02.     Not  heard  from. 
MUELLER,  FRANK  EDWARD,  Chicago,  111.,  B.   S.   in  M.   E.,   '00;   M.  E. 

'01.     General  Superintendent  Robert  &  Schaefer  Co.,  1275  Old  Col- 
ony Building,  Chicago,  111. 
MUELLER,  FRANK  KIESSLER,  Milton,  Ind.,  B.   S.  in  M.  E.,  '02.     Not 

heard  from. 
MUELLER,   GEORGE   HENRY,  Chicago,   111.,   B.    S.    in  M.   E.,   '99.     Not 

heard  from. 
MUELLER,   OTTO   NICHOLAS,   Indianapolis,    Ind.,  B.    S.   in   M.   E.,   '04. 

Structural  Draftsman,  Noelker-Richards  Iron  Works,  Indianapolis, 

Indiana. 
MUESSEL,  WALTER,  South  Bend,  Ind.,  B.  M.  E.  in  E.  E.,  '93.    Treasurer 

Muessel  Brewing  Co.,  South  Bend. 
MUG,  EDWARD  THEODOR,  LaFayette,  Ind.,  B.  S.  in  E.  E.,  '99;  E.  E.  '01. 

Not   heard   from. 
MUG,  GEORGE  FRANCIS,  LaFayette,  Ind.,  B.  S.  in  M.  E.,  '97;  M.  E.,  '99. 

Not  heard  from. 
MUGG,  HENRY  MAYFIELD,  Quincy,  Ind.,  Ph.  G.,  '99.     Physician,  Clarks 

Hill,  Ind. 
MUHL,  SIEGMAR,  Indianapolis,  Ind.,  Ph.  G.,  '98.     Not  heard  from. 
MULKLEY,  WILLIAM,  Butler,  Ga.,  Ph.  G,  '96.     Not  heard  from. 
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MUNRO,  GEORGE  WESLEY,  Grand  Rapids,  Mich.,  B.    S.  in  E.  E.,  '97. 

E.   E.,  '98.     With  the  Bradfield  Engineering  Co.,   232   Turnel  St., 

Grand  Rapids,  Mich. 
MURATO,   GENZO,  Yamaguchi,   Japan,  B.  M.  E.,  '90.     Not  heard  from. 
MURDOCK,    MARY    FLORENCE    (Mrs.    J.    H.    Rimes)    LaFayette,    Ind., 

B.   S.,   '86.     Not  heard  from. 
MURPHY,  CHARLES  JUDSON,  Brookston,  Ind.,  B.  C.  E.,  '93.     Not  heard 

from. 
MURPHY,  PERRY  MORTON,  Elwood,  Ind.,  Ph.  G.,  '94.    Not  heard  from. 
MURRAY,  JOHN  DAVIS,  LaFayette,  Ind.,  B.  M.  E.,  '91.     Engineer  Phos- 
phate Shipping  and  Mining  Co.,  Christmas  Island,  Indian  Ocean. 
MUSTARD,  CARRIE  MILLS,  LaFayette,  Ind.,  B.  S.,  '03.     Teaching,  Con- 

nersville,  Ind. 
MUTZ,  JOHN  ROSCOE,  Edinhurg,  Ind.,  Ph.  G.,  '92.     Druggist,  Edinburg, 

Indiana. 
MYERS,  EDGAR  HARRIS,  South  Bend,  Ind.,  B.  S.,  '03.     Not  heard  from. 
MYERS,  HENRY  GU\,  Edinburg,  Ind.,  B.  M.  E.,  '94.     Not  heard  from. 
MYERS,  JOHN  MILTON,  Ladoga,   Ind.,  B.   S.   in  C.   E.,  '00.     Not  heard 

from. 

N 

NEAL,  HENRY  HUBERT,  Thorntown,   Ind.,   Ph.   G.,  '93.  Deceased,   May, 

1899. 
NEALIS,  FRANK  HARRISON,   Lebanon,  Ind.,  B.   S.  in  E.   E.,  '04.     Not 

heard   from. 
NEBEKER,  ANNA  R.  (Mrs.  Emil  Reyer)  West  LaFayette,  Ind.,  B.  S.,  '93. 

Not  heard  from. 
NEELY,    MILTON,    LOCKWOOD,   Lima,    Ohio,   B.    S.    in   M.    E.,    '04.     In 

Steam    Turbine   Department,    General    Electric   Co.,    Schenectady, 

New  York. 
NEFF,  JOHN  PETER,  LaFontaine,  Ind.,  B.  M.  E.,  '95,  Not  heard  from. 
NELSON,  ALFRED,  White  Rock,  Minn.,  B.   S.,   '85.   Deceased,  March  25, 

1886. 
NELSON,    RAYMOND    LeVALLE,    Lowell,    Ind.,    B.    S.,    '02.      Merchant, 

Lowell,   Ind. 
NESBITT,  FRANK,  Vincennes,  Ind.,  A.  B.,    (Indiana  University)   '97;   B. 

S.  in  C.  E.,  '99.     Not  heard  from. 
NESBITT,   JOHN   LESLIE,    Fairmount,   Ind.,   B.    S.    in   M.    E.,   '02.     Not 

heard  from. 
NEUMANN,   EDWARD,    San   Antonio,   Texas,   B.    S.   in    E.    E.,   '96.     Not 

heard  from. 
NEWBURN,  THEODORE  WALTER,  Hoopeston,  111.,  B.   S.   in  M.  E.,  '02. 

Not  heard  from. 
NEWELL,  CLIFFORD  VANCE,  Denver,  Ind.,  Ph.  G.,  '04.    Not  heard  from. 
NEWLAND,  HARROD  CHURCHMAN,  Indianapolis,  Ind.,  Ph.  G.,  '95.    Not 

heard  from. 
NEWLIN,  JOHN  A.,  Plainfield,  Ind.,  B.  S.  in  C.  E.,  '00.     Not  heard  from. 
NEWSOM,  GILBERT  PINKHAM,  Valley  Mills,  Ind.,  B.  S.  in  Agriculture, 

'98.    Not  heard  from. 
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NEWSOM,  HORACE  HENLEY,  Carthage,  Ind.,  B.  S.  in  M.  E.,  '00.  Not 
heard   from. 

NICHOLS,  GEORGE  M.,  Indianapolis,  Ind.,  B.  C.  E.,  '95.  Live  Stock 
Broker,  Union  Stock  Yards,  Indianapolis,  Ind. 

NICHOL,  HENRY  SCHELL,  Somerset,  Pa.,  B.  S.  in  C.  E.,  '04.  Struc- 
tural Draftsman,  Cambria  Steel  Co.,  716  Somerset  st,  Johnstown, 
Pennsylvania. 

NICHOLS,  JOHN  TENBROECK,  Indianapolis,  Ind.,  B.  S.  in  M.  E.,  '99. 
Not  heard  from. 

NICHOLSON,  RAYMOND  BROWNELL,  Richmond,  Ind.,  B.  S.  in  E.  E., 
'04.     Not  heard  from. 

NORRIS,  WILLIAM  C,  Frankfort,  Ind.,  Ph.  G.,  '01.     Not  heard  from. 

NOBLE,  DANIEL  WILLIAM,  Indianapolis,  Ind.,  B.  S.,  '78.  Not  heard 
from. 

NOBLE,  ROBERT  PERCIVAL,  Gouverner,  N.  if.,  B.  S.  in  M.  E.,  '03. 
Not  heard  from. 

NOEL,  JAMES  WILLIAM,  Patriot,  Ind.,  B.  S.,  '92.  Lawyer,  Indianap- 
olis, Ind. 

NORDSTRUM,  LAUREN  DALE,  Attica,  Ind.,  B.  S.  in  E.  E.,  '01.  In- 
structor in  Physics,  Purdue  University,  LaFayette,  Ind. 

NORTH,  WILLIAM  HARRISON,  Portland,  Ind.,  B.  S.  in  C.  E.,  '97.  With 
Ralph  &  Sumner,  Sollitt  Co.,  4809  Calumet  ave.,  Chicago,  111. 

NORTON,  ELBERT  FAYETTE,  Chicago,  111.,  B.  M.  E.,  '92.  Not  heard 
from. 

NORWOOD,  HARRY  GEORGE,  Lebanon,  Ind.,  Ph.  G.,  '97.  Not  heard 
from. 

NULSEN,  HERBERT  SPENCER,  Cincinnati,  Ohio,  B.  S.  in  M.  E.,  '98. 
Mechanical  Engineer  with  De  la  Virgne  Machine  Co.,  178  Willis 
Ave.,  New  York,  N.  Y. 

NUSSBAUM,  GEORGE  J.,  Fort  Wayne,  Ind.,  Ph.  G.,  '97.     Not  heard  from. 

NYE,  WILLIAM  McEWEN,  Rockville,  Ind.,  B.  S.  in  E.  E.,  '00.  Instruc- 
tor in  Practical  Mechanics,  Purdue  University,  LaFayetle,  Ind. 

0 

O'BRIEN,  DANIEL  BERNARD,  Syracuse,  N.  Y.,  B.  S.  in  C.  E.,  '04.     Civil 

Engineer,  1722  Park  st.,  Syracuse,  N.  Y. 
OFF,  EDWARD  CHRISTIAN,  Sharpsville,  Ind.,  B.  M.  E.,  '93.     Farming, 

R.  R.  No.  2,  Sharpsville,  Ind. 
O'GARA,  JOHN,  LaFayette,  Ind.,  B.  C.  E.,  '88.     Not  heard  from. 
OGIWARI,  CHIYO  KICHI,  Tokio,  Japan,  B.  S.  in  M.  E.,  '97.     Not  heard 

from. 
OGLE,  ELMER  LAWRENCE,  New  Castle,  Ind.,  B.  S.  in  E.  E.,  '02.     Not 

neard  from. 
OLDS,  CHARLES   MORGAN,   Fort  Wayne,  Ind.,  B.   C.   E.,   '92.   Deceased, 

January,    1894. 
OILAR,  ROZIER  DORR,  West  LaFayette,  Ind.,  B.  S.,  '92;  M.  S.  '93.  Chem- 
ist and  Chemicai  Director  of  Works,  The  American  Cotton  Oil  So., 

27  Beaver  St.,  New  York,   N.   Y. 
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OLIN,  EDWIN  MADISON,  Indianapolis,  Ind.,  B.  M.  E.,  '94.  Assistant 
Superintendent  Westinghouse  Electric  and  Manufacturing  Co., 
Pittsburg,  Pa, 

OLIVER,  EDD  CHARLES,  Alpena,  Mich.,  B.  S.  in  M.  E.,  '98.  Not  heard 
from. 

OLSEN,  FRANKLIN,  St  Joseph,  Mich.,  B.  S.  in  M.  E.,  '01.  Not  heard- 
from. 

OLSEN,  GEORGE  FREDERICK,  Indianapolis,  Ind.,  B.  S.,  '03.  Not  heard 
from. 

OPP,  JOHN  RAY,  Aydelotte,  Ind.,  B.  S.,  '01.    Not  heard  from. 

OPPENHEIMER,  JACOB  MAYER,  LaFayette,  Ind.,  B.  S.,  '94;  M.  S.  '95. 
Cashier  of  State  Bank,  LaFayette,  Ind. 

ORB,  GRACE,  West  LaFayette,  Ind.,  B.  S.,  '96;  M.  S.  '97.    Not  heard  from. 

ORCHARD,  EDMOND,  Shullsburg,  Wis.,  B.  S.  in  M.  E.,  '99.  With  Lima 
Locomotive   and  Machine   Co.,  Lima,   Ohio. 

OREM,  DELPHA,  Bennington,  Ind.,  Ph.  G.,  '97.    Not  heard  from. 

ORF,  GEORGE,  Indianapolis,  Ind.,  Ph.  G,  '95.     Not  heard  from. 

ORR,  CHARLES  WILDEY,  Arcadia,   Ind.,  Ph.   G.,  '99.     Not  heard  from. 

OSBORN,  FRANK  ELIM,  Economy,  Ind.,  B.  S.  in  C.  E.,  '01.  Draftsman,  In- 
istry,  Pharmacy  Department,  Purdue  University,  LaFayette,  Ind. 

OSBORN,  IRWIN  SELDEN,  North  Dover,  Ohio,  B.  S.  in  C.  E.,  '04. With  the 
Edson  Reduction  Machinery  Co.,  Cleveland,  Ohio. 

OSTERMAN,  HENRY  FREDERIC,  Seymour,  Ind.,  Ph.  G.,  '03.  Manufac- 
turing Chemist  Central  Pharmacal  Co.,  Seymour,  Ind. 

OSTRANDER,  JOHN  KELLER,  Indianapolis,  Ind.,  B.  S.  in  E.  E.(  '03. 
Electrical  Engineer,  with  General  Electric  Co.,  785  State  st-, 
Schenectady,  N.  Y. 

OTTO,  ALPHA  BLAINE,  Auburn,  Ind.,  Ph.  G.,  '04.  Assistant  in  Chem- 
istry Pharmacy  Department,  Purdue  University,  LaFayette,  Ind. 

OVERBECK,  CHARLES  BORGER,  Cambridge  City,  Ind.,  B.  S.  in  C.  E., 
'04.  Masonry  Inspector  Wabash  R.  R.,  434  N.  Broadway,  Decatur, 
Illinois. 

OWENS,  LEWIS,  Chalmers,  Ind.,  B.  S.,  '80.     Deceased,  March  25,  1881. 

P 

PAGE,  JULIAN  DAY,  LaSalle,  111.,  B.  M.  E.,  '94;  M.  E.,  97.  Not  heard  from. 

PALMER,  AMOS,  Logansport,  Ind.,  B.  S.  in  C.  E.,  '03.  Not  heard  rfom. 

PARK,  CLIFTON  DRUMMOND,  West  Harwich,  Mass.,  B.  S.  in  M.  B., 
'00.     Not  heard  from. 

PARKER,  AUSTIN  ALLEN,  Indianapolis,  Ind.,  B.  S.,  '98.  Not  heard 
from. 

PARKER,  FREDERICK  RESHLING,  LaFayette,  Ind.,  B.  S.  in  E.  E.,  '98. 
Engineer  and  Patent  Attorney,  240  W.  Lake  St.,  Chicago,  111. 

PARKER,  LOUIS  CLIFFORD,  Vale  Summit,  Md.,  B.  S.  in  M.  E.,  '97.  Not 
heard  from. 

PARKS,  GEORGE  EDGAR,  Bedford,  Ind.,  B.  M.  E.,  '92;  M.  E.  '95.  Me- 
chanical Engineer  of  the  Michigan  Central  R.  R.,  593  W.  Boule- 
vard, Detroit,   Michigan. 

PARKS,  ROSCOE  WHITE,  LaFayette,  Ind.,  B.  S.,  '02.     Not  heard  from. 
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PATTON,  LUTHER,  Remington,  Ind.,  B.  S.,  '93.     Not  heard  from. 

PAULLUS,  JOHN  L.,  Wabash,  Ind.,  Ph.  G.,  '02.     Not  heard  from. 

PEARCE,  RICHARD  WILLIAM,  Carlisle,  Ind.,  B.  S.  in  C.  E.,  '00.  With 
American  Bridge  Co.,  7th  ave.  anu  2nd  st,  ti.  E.,  Minneapolis, 
Minn. 

PECK,  ASHLEY  POMEROY,  Chicago,  111.,  B.  M.  E.  '92.  Electrical  Sales 
Agent  National  Electric  Co.,  619  Murray  ave.,  Milwaukee,  Wis. 

PECK  CLAIR  LEVERETT,  Indianapolis,  Ind.,  B.  S.  in  M.  E.,  '04.  Timber 
Manager  Pioneer  Pole  and  Shaft  Co.,  Muncie,  Ind. 

PECK,  ROBERT  EAGLE,  Cincinnati,  Ohio,  B.  S.  in  M.  E.,  '99.  Not  heard 
from. 

PECKA,  ALONZO  M.,  Newburg,  Ind.,  Ph.  G,  '00.  Real  Estate  and  Insur- 
ance Business,  512  W.  Washington  st.,  Phoenix,  Ariz. 

PECKHAM,  LEAMAN  FULTON,  Chicago,  111.,  B.  S.  in  M.  E.,  '02.  Not 
heard  from. 

PELZ,  CHARLES  THEOR,  Evansville,  Ind.,  Ph.  G,  '01.  Pharmacist,  928 
W.  Illinois  st,  Evansville,  Ind. 

PENCE,  FRANK  SHORTLE,  Frankfort,  Ind.,  Ph.  G.,  '04.  Not  heard 
from. 

PENCE,  SAMUEL  RAPER,  Rossville,  Ind.,  Ph.  G,  '95.     Not  heard  from. 

PERKINS,  JOSEPH  OSCAR,  Greencastle,  Ind.,  Ph.  G,  '97.  Not  heard 
from. 

PERRY,  JOSEr-H  ROBERT,  Indianapolis,  Ind.,  Ph.  G.,  '93.  Not  heard 
from. 

PERRY,  THADDEUS  RUNDLES,  LaOtto,  Ind.,  B.  S.  in  Agriculture,  '00. 
Not  heard  from. 

PETERS,  WALTER  HENRY,  LaFayette,  Ind.,  B.  S.,  '82;  A.  C,  '83;  M.  U. 
'86  (Ohio)  M.  S.,  '90.    Not  heard  from. 

PETERSDORF,  GUSTAV,  Knightstown,  Ind.,  Ph.  G.,  '94;  M.  D.,  '98  (In- 
diana Medical  College).  Physician,  508  Parkway  ave.,  Indianap- 
olis, Ind. 

PETERSON,  CHARLES  B.,  Darlington,  Ind.,  B.  C.  E.,  '91.  Deceased,  Feb- 
ruary 7,  189. 

PETICOLAS,  RALPH  ALFRED,  Victoria,  Texas,  B.  S.  in  E.  E.,  '02.  Not 
heard  from. 

PFENDLER,  DAVID,  Moral,  Ind.,  B.  S.  in  Agriculture,  '97.  Not  heard 
from. 

PHARES,  GILBERT,  Marion,  Ind.,  Ph.  G,  '97.     Not  heard  from. 

PHELAN,  JOHN  DOMINIC,  Indianapolis,  Ind.,  Ph.  G.,  '99.  Pharmacist, 
1520  N.  Alabama  st,  Indianapolis,  Ind. 

PHILLIPS,  GEORGE  GROVER,  LaFayette,  Ind.,  B.  M.  E.,  in  E.  E.,  '94. 
Superintendent  LaFayette  Telephone  Co.,  LaFayette,  Ind. 

PHILLIPS,  OSCAR,  Hazleton,  Ind.,  Ph.  G,  '01.     Not  heard  from. 

PHILLIPS,  THOMAS  DEVOL,  Shelbyville,  Ind.,  B.  S.  in  E.  E.,  '97.  Not 
neard  from. 

PICARD,  JAMES  DEAL,  Charlotte,  N.  C,  B.  S.  in  M.  E.,  '02.  Not  heard 
from. 

PIERCE,  SILAS  LEE,  Kalamazoo,  Mich.,  B.  S.  in  C.  E.,  '04.  Inspector 
at  North  Works,  Illinois  Steel  Co.,  2417  Wabash  ave.,  Chicago, 
Illinois. 
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PIFER,  CHARLES  WARREN,  LaFayette,  Ind.,  B.  C.  E.,  '89.  Assistant 
Engineer,  Illinois  Central  R.  R.,  No.  1  Park  Row,  Room  900, 
Chicago,  111. 

PINNEY,  JABEZ  PERLEY,  West  LaFayette,  Ind.,  B.  S.  in  M.  E.,  '03. 
Mechanical  Engineer,  Jeffrey  Manufacturing  Co.,  Columbus,  Ohio. 

PITMAN,  ELIZABETH  (Mrs.  Frank  Keiper)  Knoxville,  Tenn.,  B.  S.,  '94. 
M.  S.,  '95;   M.  A.  '98   (University  of  Tennessee).  Not  heard  from. 

PLOEHN,  JOHN  HARRY,  Davenport,  Iowa,  B.  S.  in  M.  E.,  '03.  Not  heard 
from. 

PLOGSTERTH,  LOUIS,  Indianapolis,  Ind.,  Ph.  G.,  '91.     Not  heard  from. 

PLOWMAN,  ANNA  WAREN,  LaFayette,  Ind.,  B.  S.,  '99;  M.  S.  '03.  Not 
heard  from. 

POLK,  EDMUND,  Greenwood,  Ind.,  B.  C.  E.,  '93.     Not  heard  from. 

PORTER,  ALBERT  BROWN,  Indianapolis,  Ind.,  B.  S.,  '84.  Scientific  in- 
struments, 324  Dearborn  st.,  Chicago,  111. 

PORTER,  CHARLES  DARWIN,  Fort  Wayne,  Ind.,  B.  S.  in  M.  E.,  '02. 
Not  heard  from. 

PORTER,  1.ATTA  WALDO,  Greensburg,  Ina.,  B.  S.  in  E.  E.,  '04.  In  street 
railway  shops,  Indianapolis  Traction  and  Terminal  Co.,  2537 
Broadway,  Indianapolis,  Ind. 

POST,  MERIT,  Powell,  Ind.,  Ph.  G.,  '89.    Not  heard  from. 

POTTER,  PHILIP  THURBER,  LaFayette,  Ind.,  B.  C.  E.,  '88.  Not  neard 
from. 

PRENTICE,  WILLIAM  HENDRY,  Toledo,  Ohio,  B.  S.  in  C.  E.,  '01.  As- 
sistant Engineer,  Terminal  Railroad  Association  of  St.  Louis, 
4923  Fountain  ave.,  St.  Louis,  Mo. 

PRENTISS,  CLARENCE  SUTHERLAND,  Quincy,  Mich.,  Ph.  G,  '98.  Not 
heard  from. 

PRICE,  MELVIN,  LaFayette,  Ind.,  B.  S.  in  E.  E.,  '97;  E.  E.  '02.  Assist- 
ant Professor  of  Machine  Design,  University  of  Nebraska,  Lincoln, 
Nebraska. 

PRISELER,  MYRON  WILBUR,  Ottawa,  111.,  B.  S.  in  M.  E.,  '00.  Not 
heard  from. 

PUDER,  FRED  ROBERT,  Evansville,  Ind.,  B.  C.  E.,  '95.     Not  heard  from. 

PUMPHREY,  FRANK  WARREN,  Princeton,  Ind.,  B.  M.  E.  in  E.  E.,  '94. 
Not  heard  from. 

PURDY,  WILLIAM  MARION,  Morocco,  Ind.,  Pn.  G,  '99.     Not  heard  from. 

PURKEY,  JESSE  RAYMOND,  Morocco,  Ind.,  Ph.  G,  '03.    Not  heard  from. 

PURYEAR,  WILLIAM  RAGLAND,  Orange,  Va.,  B.  S.  in  M.  E.,  '04.  Not 
heard  from. 

PYKE,  FREDERICK,  LaFayette,  Ind.,  Ph.  G,  '91.     ftot  heard  from. 

Q 

QUICK,  MORGAN  GORRELL,  Columbus,  Ind.,  B.  S.,  '86.     Pastor  Parmely 

Memorial  Baptist  Church,  645  Bergen  Ave.,  Jersey  City,  N.  J. 
QUICK,  WALTER  J.,  Columbus,  Ind.,  B.  S.  in  Agriculture,  '84;  M.  S.  '94; 

Ph.  D.,  '96  (Friederich's  Uv.  Halle).  Farming  and  Stock  Raising. 

Writer  for   Agricultural  and  Live   Stock  Journals,   2010  N.   New 

Jersey  st.,  Indianapolis,  Ind. 
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QUINN,  CHARLES  HENRY,  San  Antonio,  Texas,  B.  S.  in  E.  E.,  '99.     Not 

heard  from. 
QUINN,  EDWARD  OWNER,  San  Antonio,  Texas,  B.  S.  in  M.  E.,  '04.     Not 

heard  from. 

R 

RAGAN,  LEWIS  W.,  LaGro,  Ind.,  Ph.  G.,  '01.    Not  heard  from. 
RAINEY,  PRANK  LEWIS,  LaFayette,  Ind.,  B.  S.,  '89.     Not  heard  from. 
RAKESTRAW,  HARRISON  LEROX,   Toledo,  Ohio,   B.    S.    in   M.   E.,   '03. 

Mining,  2303  Auburn  ave.,  Toledo,  Ohio. 
RANDEL,  HARRY  C,  Greencastle,  Ind.,  Ph.  G,    01.     Not  heard  from. 
RANDOLPH,  DALE  NICHOLAS,  Houston,  Texas,  B.  S.  in  M.  E.,  '03.     Not 

heard  from. 
RANK,   HARRY   ELISHA,  Fowler,   Ind.,  B.   S.,   '84.     Auditor  of  Benton 

Co.,  Fowler,  Ind. 
RANKIN,  BESSIE  RAY    (Mrs.   Fritz  Grove)    LaFayette,   Ind.,  B.   S.,   '98 

Not  heara  from. 
RANSOM,    CHARLES    LAKE,   Barre,    Vt,    B.    C.    E.,    '92.      Resident  En- 
gineer  C.   &  N.  W.   Ry.   Co.,   3320  LaFayette   Ave.,  Omaha,   Neb. 
RASCHBACHER,  HARRY  GEORGE,  Indianapolis,  Ind.,  B.  S.  in  C.  E.,  '04. 

Agent   and    Expert   in    Irrigation    and   Drainage    Investigation,    7 

Quincy  st.,  N.   E.,  Washington,   D.  C. 
RATLIFF,  CHARLES  L.,  Spiceland,  Ind.,  B.  M.  E.,  '85.     Not  heard  from. 
RATLIFF,  LEVI  S.,  Spiceland,  Ind.,  B.  S.  in  E.  E.,  '96.     Not  heard  from. 
RATLIFF,  WALTER  STEVENS,  Richmond,  Ind.,  B.  S.,  '83.     Farmer  and 

Fruit  Grower,  Richmond,  Ind. 
RAUB,  JOSEPH  WRIGHT,   South  Raub,  Ind.,  B.  S.   in  M.  E.,  '99.     Not 

heard  from. 
RAUB,  SADIE,  West  LaFayette,  Ind.,  B.  S.,  '88.    Not  heard  from. 
RAUH,  CHARLES  STERNE,  Indianapolis,  Ind.,  B.  S.  in  Agriculture,  '04. 

Not  heard  from. 
RAWLINGS,  ELBERT  WAYNE,  New  Harmony,  Ind.,  B.  S.  in  Pharmacy, 

'00.     Stereo-Photographer  for  Universal  View  Co.,  of  Decatur,  111., 

London,  England. 
REAMER,   CLIFTON   I.,   North   Liberty,   Ind.,   B.    S.    in  Agriculture,   '01. 

Not  heard  from. 
REDD,  JAMES  MANFORD,  Grammer,  Ind.,  Ph.  G.,  '04.     Not  heard  from. 
REED,  CHARLES  ESTEP,  Winchester,  Ind.,  Ph.  G.,  '03.    Not  heard  from. 
REED,  DAVID  CARLYLE,  LaFayette,  Ind.,  B.  S.  in  C.  E.,  '96;  E.  M.  '00. 

(Columbia  University.     Not  heard  from. 
REED,  WORTH,  Sugar  Grove,  Ind.,  B.  S.,  '80.    Not  neard  from. 
REESE,  OLIVER  PERRY,  Louisville,  Ky.,  B.  S.  in  M.  E.,  '98.     Not  heard 

from. 
REEVES,  HARRY   ELMER,   Columbus,   Ind.,  B.   M.   E.,   '95.     Not  heard 

from. 
REHLING,  CHARLES  F.  W.,  Fort  Wayne,  Ind.,  Ph.  G,  '95.     Not  heard 

from. 
REICH,  PHILIP  JACOB,  Louisville,  Ky.,  B.  S.  in  C.  E.,  '99.     Not  heard 

from. 
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REID,  CLARENCE  ERLE,  Winamac,  Ind.,  B.  S.  in  E.  E.,  '02.  Not  neard 
from. 

REINHART,  JOSEPH  PRANK,  Peoria,  111.,  Ph.  G.,  '96.     Not  heard  from. 

REISNER,  HORACE  GREELEY,  Indianapolis,  Ind.,  B.  S.  in  C.  E.,  '03. 
Not  heard  from. 

REITER,  WILLIAM  D.,  Decatur,  Ind.,  Ph.  G.,  '02.     Not  heard  from. 

RENAHAN,  OSEE  ADOLPHUS,  Casperville,  Ind.,  Pn.  G,  '97.  Not  heard 
from. 

RENNER,  ROLAND  BORMAN,  Nashville,  Tenn.,  B.  S.  in  E.  E„  '02.  In- 
structor Machine  Design,  Sibley  College,  Cornell  University, 
Ithaca,  N.  Y. 

RESER,  EDWARD  NEWTON,  LaFayette,  Ind.,  B.  S.,  '86.  Instructor  in 
Drawing,  Commercial  High  School,  124  S.  Oxford  St.,  Brooklyn 
New  York. 

REYER,  EMIL,  Indianapolis,  Ind.,  Ph.  G.,  '92.     Not  heard  from. 

REYNOLDS,  EDWARD  ELLSWORTH,  LaFayette,  Ind.,  B.  M.  E.  in  M. 
E.,  '94;  M.  E.,  '95.  Associate  Professor  of  Experimental  Engineer- 
ing, Purdue  University,  LaFayette,  Ind. 

REYNOLDS,  JOHN  NEWBERRY,  Rochester,  N.  Y.,  B.  S.  in  E.  E.,  '04. 
With  Western  Electric  Co.,  532  W.  150th  st,  New  York,  N.  Y. 

REYNOLDS,  ROBERT  ALLEN,  Milford,  Ind.,  Ph.  G,  '03.  Not  heard 
from. 

REYNOLDS,  WiLDEx  TREMONT,  Richmond,  Ind.,  Ph.  G.,  '91.  Not 
heard  from. 

RHEINSTROM,  ROBERT  ISAAC,  Cincinnati,  Ohio,  B.  S.  in  M.  E.,  '02. 
Manager  Filter  Manufacturing  Department  of  Rheinstrom  Bros., 
Cincinnati,  Ohio. 

RHOADS,  GEORGE  ELWOOD,  Westtown,  Pa.,  B.  S.  in  M.  E.,  '00.  Not 
heard  from. 

RHOADS,  HERMAN.  Indianapolis,  Ind.,  B.  S.  in  C.  E.,  '02.  Not  heard 
from. 

RICE,  LOUIS  MARION,  Decatur,  Ina.,  Ph.  G,  '04.  Prescription  Clerk 
Holthouse  Drug  Co.,  Decatur,  Ind. 

RICE,  ROBERT  R.,  Greencastle,  Ind.,  Ph.  G,  '01.     Not  heard  from. 

RILEY,  HARRY  H.,  Greensburg,  Ind.,  Ph.  G.,  '01.     Not  heard  from. 

RICHARDS,  CHARLES  RUSS,  Clarks  Hill,  Ind.,  B.  M.  E..  '90;  M.  E.,  '91; 
M.  M.  E.,  '95  (Cornell).  Professor  Mechanical  Engineering,  Uni- 
versity of  Nebraska,  Neb. 

RICHARDSON,  CAROLINE  BELLE,  LaFayette,  Ind.,  B.  S.,  "'03.  Chem- 
ist State  Board  of  Health,  235  Marshall  ave.,  Columbus,  Ohio. 

RICHEY,  ALBERT  SUTTON,  Muncie,  ind.,  B.  M.  E.  in  E.  E.,  '94.  Elec- 
trical  Engineer,   Indiana  Union   Traction  Co.,   Indianapolis,   Ind. 

RICHEY,  ERNEST  A.,  Richmond,  Ind.,  Ph.  G.,  '95.     Not  heard  from. 

RIDEOUT,  FRANK  DUDLEY,  Toledo,  Ohio,  B.  S.  in  C.  E.,  '02.  Not  heard 
from. 

RIDDLE,  CLAUDE,  Brazil,  Ind.,  B.  S.,  '99;    M.  S.,  '02  .  Not  heard  from. 

RIDGELY,  HOLLAND  P.,  LaFayette,  Ina.,  B.  S.  in  E.  E.,  '01.  Construc- 
tion Department,  General  Electric  Co.,  Schenectady,  N.   Y. 

RIDGELY,  MARGARET  BECKWITH,  LaFayette,  Ind.,  B.  S.,  '03.  Teach- 
ing in  Public  Schools,  LaFayette,  Ind. 
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RIDLEY,  MAURICE  INMAN,  Corydon,  Ind.,  B.  S.  in  E.  E.,  '04.  Not  heard 
from. 

RIEBEL,  FREDERICK,  Indianapolis,  Ind.,  B.  S.  in  E.  E.,  '04.  Engineer- 
ing Apprentice,  Westinghouse  Electric  and  Manufacturing  Co., 
Pittsburg,   Pa. 

RIFE,  DAVID  LEROY,  Peru,  Ind.,  Ph.  G.,  '91.  Pharmacist,  Indianap- 
olis, Ind. 

RIGGS,  FRANK,  Fairbanks,  Ind.,  Ph.  G.,  '90.     Not  heard  from. 

RIGHTS,  WILLIAM  HERMAN,  Columbus,  Ind.,  B.  C.  E.,  '90.  Not  heard 
from. 

RINGWALT,  ELZA  OTTO,  Halls  Corner,  ind.,  Ph.  G.,  '00.  Not  heard 
from. 

RIPLEY,  CHARLES  MEIGS,  Indianapolis,  Ind.,  B.  S.  in  E.  E.,  '04.  Not 
heard  from. 

RIPLEY,  GILES  EMMET,  Willshire,  Ohio,  B.  S.,  '99;  M.  S.,  '02.  Instruc- 
tor in  Physics,   Marquette,   Mich. 

RITTENHOUSE,  CLARA  MAUD,  Liberty  Mills,  Ind.,  B.  S.,  '93.  Not  heard 
from. 

RITTER,  JACOB  JOSEPH,  LaFayette,  Ind.,  B.  S.  in  M.  E.,  '04.  Not 
heard   from. 

ROACH,  FRANK  B.,  Monticello,  Ind.,  B.  S.  in  C.  E.,  '01.  Engineer  and 
Draftsman,  Standard  Oil  Co.,  123  S.  Osage  st,  Independence,  Mo. 

ROBERTS,  FLORA,  West  LaFayette,  Ind.,  B.  S.,  '87;  M.  S.,  '98.  Princi- 
pal of  High  School,  Chalmers,  Ind. 

ROBERTS  ,JOHN  GILLETTE,  Indianapolis,  Ind.,  B.  M.  E.  in  E.  E.,  '94. 
Not  heard  from. 

ROBERTS,  OTIS,  Oxford,  Ind.,  B.  S.,  '83.  Not  heard  from. 

ROBERTSON,  CLARENCE  HOVEY,  Helena,  Mont,  B.  M.  E.,  '95;  M.  E. 
'97.  Secretary  of  Foreign  Department  International  Committee  of 
Y.  M.  (J.  A.,  Nanking,  China. 

ROBERTSON,  EDWARD  COOL,  Helena,  Mont,  B.  S.  in  M.  E.,'01.  Deceased, 
October  31,  1903. 

ROBERTSON,  HAROLD  J.,  Spencer,  Ind.,  B.  S.,  '01.     Not  heard  from. 

ROBINSON,  SAMUEL  PHILLIP,  Cincinnati,  Ohio.,  B.  S.  in  M.  E.,  '04.  Not 
heard  from. 

ROBINSON,  GARLAND  PLEASANT,  Danville,  Va.,  B.  S.  in  M.  E.,  '97. 
Not  heard  from. 

ROCKWOOD,  JOHN  H.,  Goodland,  Ind.,  Ph.  G.,  '93.     Not  heard  from. 

RODMAN,  THOMAS  HENRY,  Frankfort,  Ky.,  B.  S.  in  E.  E.,  '96.  Elec- 
trical Engineer,  1808  Fisher  Building,  Chicago,  111. 

ROE,  JOHN  LOWRY,  North  Madison,  Ind.,  B.  S.  in  E.  E.,  '96.  With  Gen- 
eral Electric  Co.,  Atlanta,  Ga. 

ROESENER,  FRANK  ANTHONY,  Indianapolis,  Ind.,  Ph.  G.,  '97.  Not 
heard  from. 

ROESENER,  WALTER  CHARLES,  Indianapolis,  Ind.,  Ph.  G.,  '04.  Not 
heard  from. 

ROGERS,  ALBERT  BRUCE,  LaFayette,  Ind.,  B.  S.,  '90.  Designer  of  Books, 
Riverside  Press,  Cambridge,  Mass. 

ROGERS,  JOHN  HENRY,  Ft.  Smith,  Arkansas,  B.  S.  in  E.  E.,  '00.  Not 
heard  from. 
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ROLF,  ARTHUR  FRED,  Cincinnati,  Ohio,  B.  S.  in  E.  E.,  '99.  With  the 
Bullock  Electric  Manufacturing  Co.,  71  Broadway,  New  York,  N.  Y. 

ROLLMAN,  BRUCE,  Eaton,  Ohio,  B.  S.  in  M.  E.,  '01.     Not  heard  from. 

ROSENTHAL,  MILTON  JULIUS,  LaFayette,  Ind.,  B.  S.,  '98.  Clothier, 
Ullman  Clothing  House,  LaFayette,  Ind. 

ROSS,  ALBERT  RICHARD,  LaFayette,  Ind.,  B.  S.,  '97;  M.  S.,  '98;  D.  D. 
S.,  '03  (Pennsylvania  College  Dental  Surgery).  Dentist,  La- 
Fayette, Ind. 

ROSS,  CHARLES  ALBERT,  Louisville,  Ky.,  B.  M.  E.  in  E.  E.,  '94.  Not 
heard  from. 

ROSS,  DAVID  EDWARD,  Brookston,  Ind.,  B.  M.  E.,  '93.  Farmer,  Brook- 
ston,  Ind. 

ROSS,  GEORGE  WILKINSON,  Earl  Park,  Ind.,  B.  S.,  '86;  B.  L.,  '88  (Chic- 
ago L.  S.)  Not  heard  from. 

ROSS,  JAMES  C,  Earl  Park,  Ind.,  B.  S.,  '88;  M.  D.,  '91  (Rush  Medical 
College).     Not  heard  from. 

ROSS,  JOSEPH  B.,  LaFayette,  Ind.,  B.  S.,  '91;  M.  S.,  '92.  Attorney  at 
Law,  LaFayette,  Ind. 

ROSS.  OTTO  CLYDE,  Collamer,  Ind.,  Ind.,  B.  M.  E.,  '95;  M.  E.,  '00.  Sales- 
man and  Engineer  Allis-Chalmers  Co.,  Milwaukee,  Wis. 

ROSS,  LINN  CARNAHAN,  LaFayette,  Ind.,  B.  S.  in  M.  E.,  '04.  Not  heard 
from. 

ROSENSTOCK,  LOUIS  GERALD,  Warsaw,  Ind.,  B.  S.  in  C.  E.,  '04. 

ROSS,  WILLIAM  McOWEN,  Richmond,  Ind  ,  Ph.  G.,  '87.    Not  heard  from. 

ROSSITER,  CHESTER  GUY.  Boswell,  Ind.,  B.  M.  E.,  '95.  Law,  Real 
Estate  and  Insurance,  Williamsport,  Ind. 

ROWE,  HARTLEY,  Goodland,  Ind.,  B.  S.  in  E.  E.,  '04.  Isthmian  Canal 
Commission. 

ROWEN,  EDWARD  PRESTON,  Otterbein,  Ind.,  B.  S.  in  M.  E.,  '96.  Not 
heard  from. 

ROWNEY,  HARRY,  Broad  Ripple,  Ind.,  B.  S.  in  E.  E.,  '98.  Not  heard 
from. 

ROYSE,  DANIEL,  West  LaFayette,  Ind.,  B.  M.  E.,  '89;  M.  M.  E.,  '91  (Cor- 
nell) Editor  "Street  Railway  Review,"  45  Plymouth  Place,  Chic- 
ago, 111. 

ROYSE,  MARY  WEAKLY,  West  LaFayette,  Ind.x  B.  S.,  '93.  Not  heard 
from. 

RUBY,  JESSE  LORING,  Carthage,  Ind.,  B.  S.,  '03.     Not  heard  from. 

RUCH,  STEWART  WILLIAM,  Frankfort,  Ind.,  Ph.  G,  '03.-  Not  heard 
from. 

RUCKER,  JESSE  S.,  Greenfield,  Ind.,  Ph.  G.,  '02.     Not  heard  from. 

RUDDER,  LULU  DESSE,  Salem,  Ind.,  Ph.  G.,  '03.     Not  heard  from. 

RUDIG,  EDWARD  L.,  North  Manchester,  Ind.,  Ph.  G.,  '98.  Not  heard 
from. 

RULEY,  ROBERT  LEE,  Jonesboro,  Ind.,  B.  S.,  '90.  Not  heard  from. 

RUMLEY,  ALOYSIUS  JOHN,  LaPorte,  Ind.,  B.  S.  in  M.  E.,  '98.  Not  heard 
from. 

RUSSELL,  EARL,  Manistee,  Mich.,  B.  S.  in  E.  E.,  '96.     Not  heard  from. 
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RUSSELL,  OSCAR  E.,  Tipton,  Ind.,  Ph.  G.,  '97.     Traveling  Salesman  for 

Parke,  Davis  &  Co.,  Huntington,  Ind. 
RUSSELL,  WILLIAM  LAIDLAW,  Cincinnati,  Ohio,  B.   b.   in  M.   E.,  '03. 

Not  heard  from. 

s 

SAFFORD,  HARRY  ROBINSON,  Crafton,  Pa.,  B.  C.  E.,  '95.     Not  heard 

from. 
SALISBURY,  EARLE  CHESTER,  Orland,  Ind.,  B.  S.  in  Agriculture,  '04. 

Farming,  Orland,  Ind. 
SALTMARSH,  SAMUEL  MONROE,  Sunman,  Ind.,  B.  S.  in  Agriculture,  '89. 

Not  heard  from. 
SALMON,  WALTER  L.,  Brownsburg,  Ind.,  Ph.  G.,  '01.     Not  heard  from. 
SAMPLE,  CHARLES  SCHULTZE,  Evans  Landing,  Ind.;  B.  S.  in  C.  E.,  '99. 

Not  heard  from. 
SANDER,  HERMAN  W.,  Shelbyville,  Ind.,  Ph.  G.,  '02.     Not  heard  from. 
SANDERS,  REASON,  Columbus,  Ind.,  Ph.  G.,  '95.     Not  heard  from. 
SATTERFIELD,  HOWARD  ERNEST,  Fairmont,  West  Virginia,  B.  S.  in 

M.    E.,    '04.      Mechanical    and    Structural    Draftsman   for   Wagner 

Palmras  Manufacturing  Co.,  320  Walnut  Ave.,  Fairmount,  W.  Va. 
SAVAGE,  ALEXANDER,  Silverwood,  Ind.,  Ph.  G.,  '01.  Not  heard  from. 
SAWDON,  WILL  MILLER,  Aurora,  Ind.,  B.  S.  in  M.  E.,  '98.     Not  heard 

from. 
SAWYER,  PAUL  BACKUS,  LaFayette,  Ind.,  B.  S.  in  E.  E.  '00;  E.  E.  '02. 

Superintendent  Des  Moines-Edison  Light  Co.,  Des  Moines,  Iowa. 
SCHAAF,  OTTO  BENJAMIN,  Fort  Wayne,  Ind.,  Ph.  G.,  '03.     Not  heard 

from. 
SCHEIBLE,  ALBERT,  Chicago,  111.,  B.  M.  E.,  '88;    M.  E.,  '89.     Secretary 

of  George  Cutter  &  Co.,  foot  of  Notre  Dame  st,  South  Bend,  Ind. 
SCHELLER,  CARL,  Evansville,  Ind.,  Ph.  G.,  '96.    Not  heard  from. 
SCHEUCH,  FREDERICK  CHARLES,  LaFayette,  Ind.,  B.   M.  E.,  '93;    A. 

C,  '94.     Not  heard  from. 
SCHMITT,  J.  W.  MILLER,  Springfield,  111.,  Ph.  G.,  '98.     Deceased. 
SCHNAIBLE,   EMIL  F.,   LaFayette,   Ind.,   Ph.   G.,  '96;    Ph.    C,   '96.     Not 

heard  from. 
SCHNAIBLE,  JOHN  FREDERICK,  LaFayette,  Ind.,  B.  S.,  '89;   A.  C,  '90. 

Soap  Manufacturer,  LaFayette,  Ind. 
SCHOENFELD,  AUGUST  CHARLES,  Terre  Haute,  Ind.,  Ph.  G.,  '04.     Not 

heard  from. 
SCHOENHOLTZ,  JOHN  J.,  Rhodt,  Germany,  Ph.  G.,  '01.     Not  heard  from. 
SCHROEDER,  CONRAD,  Shelbyville,  Ind.,  Ph.   G.,  '94.     Not  heard  from. 
SCHULMEYER,  LOUIS      H.,  Indianapolis,  Ind.,   Ph.   G.,   '86.     Not  heard 

from. 
SCHWANKHAUS,  HENRY  ARTHUR,  Indianapolis,  Ind.,  Ph.  G.,  '04.    Not 

heard  from. 
SCHWEITZER,  EDMUND  OSCAR,  Chicago,  111.,  B.  S.  in  E.  E.,  '98.     Elec- 
trical   Engineer,    Testing    Laboratory,    Chicago    Edison    Co.,    1906 

Oakdale  Ave.,  Chicago,  111. 
SCOTT,  ARCIENIKOS  P.,  Hartford  City,  Ind.,   Ph.   G.,   '02.     Not   heard 

from. 
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SCOTT,  CHARLES  CHRISTIE,  Logansport,  Ind.,  B.  M.  E.  in  E.  E.,  '95. 

Not  heard  from. 
SCOTT,    CHARLES    WILLIAMS,    Indianapolis,    Ind.,    Ph.    G.,    '99.      Not 

heard  from. 
SCOTT,  WILLIAM  ISAIAH,  Kokomo,  Ind.,  Ph.  G.,  '95;  M.  D.,  '98.  (Indiana 

Medical  College).     Not  heard  from. 
SEAL,  BERNARD  WALDO,  Loogootee,  Ind.,  Ph.  G.,  '04.     Not  heard  from. 
SEARCY,  CHARLES  LEWIS,  Patriot,  Ind.,  B.  C.  E.,  '91.    Not  heard  from. 
SEARCY,  GEORGE  HARVEY,  Patriot,  Ind.,  B.  S.,  '89;   M.  D.,  '91   (Ohio 

Medical  College).    Not  heard  from. 
SEARS,  EDWARD,  Irving,  South  Dakota,  B.  S.  in  M.  E.,  '99.     Not  heard 

from. 
SEARS,  MINNIE  EARL,  West  LaFayette,  Ind.,  B.   S.,  '92;    M.  S.  '94;   B.' 

L.  S.,  '00   (University  of  Illinois).     Head  Cataloguer  Byrn  Mawr 

College  Library,  Bryn  Mawr,  Pa. 
SEARS,  ROBERT  LEE,  West  LaFayette,  Ind.,  B.   S.  in  M.  E.,  '98.     Not 

heard  from. 
SEBRING,  JOHN  BOWMAN,  Portland,  Ind.,  B.  S.  in  E.  E.,  '04.     Assistant 

to    Chief   Engineer,    Indianapolis    Traction     and     Terminal    Co., 

434  North  Capitol  ave.,  Indianapolis,  Ind. 
SELLERS,  CHARLES  L.,  Mentone,  Ind.,  B.  S.   in  C.  E.,  '96.     Not  heard 

from. 
SHAFER,  CHARLES  W.,  Morocco,  Ind.,  Ph.  G.,  '89.     Not  heard  from. 
SHANK,  ERMAN  N.,  Angola,  Ind.,  Ph.  G.,  '01.     Not  heard  from. 
SHARRER,  HARRY  EDGAR,  Delphi,  Ind.,  Ph.  G,   '91;   M.  D.  '96   (Ohio 

Medical  College).     Not  heard  from. 
SHATTUCK,  FRANK  EVELYN,  Bloomfield,  Ind.,  Ph.  G.,  '90.     Not  heard 

from. 
SHAW,  JAMES  BIRNEY,  LaFayette,  Ind.,  B.  S.,  '89;  M.  S.  '90;  D.  Sc.  '93. 

Professor  of  Mathematics,  James  Milliken  University,  314  North 

College  st,  Decatur,  111. 
SHAW,  ENOS  LARKIN,  Cowan,  Ind.,  B.  C.  E.,  '91.     Not  heard  from. 
SHEARER,  ELLA  MABLE,  LaFayette,  Ind.,  B.  S.,  '04.     Not  heard  from. 
SHEETZ,  FRANCES  ALTA  (Mrs.  B.  F.  Beckman)  West  LaFayette,  Ind., 

B.  S.,  '96.     Not  heard  from. 
SHERFEY,  DAVID  ALDER,  Brazil,  Ind.,  B.  C.  E.,  '94.     Not  heard  from. 
SHOEMAKER,  CAROLYN  ERNESTINE,  LaFayette,  Ind.,  B.   S.,  '88;    M. 

S.,  '89.     Instructor  in  English,  Purdue  University,  LaFayette,  Ind. 
SHOEMAKER,  ELIZABETH  (Mrs.  W.  O.  Fritz)  West  LaFayette,  Ind.,  B. 

S.,  84;   M.  S.  '86.     Not  heard  from. 
SHOEMAKER,  LESLIE  VINSON,  Daleville,  Ind.,  B.  S.  in  Agriculture,  '01. 

Farming,  Daleville,  Ind. 
SHOLL,  JACOB  MANNE,   Hobart,  Ind.,  B.  M.  E.,  '89.     Not  heard  from. 
SHORTLE,  JAMES  SAMUEL,  Goldsmith,  Ind.,  B.  S.,  '88.    Not  heard  from. 
SHOUP,  ALBERT  W.,  LaFayette,  Ind.,  Ph.  G,  '87.     Not  heard  from. 
SHROYER,  CHARLES,  Warsaw,  Ind.,  Ph.  G,  '00.     Not  heard  from. 
SHULTS,    CHARLES,    Springville,    Mich.,    Ph.    G,    '02.    Not   heard   from. 
SICKLER,  EDWARD,  Otterbein,  Ind.,  B.  S.,  '82.    Not  heard  from. 
SIDDON,  PEARL   (Mrs.  A.   A.  Parker)   LaFayette,   Ind.,  '99.     Not  heard 

from. 
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SIGL,  JOSEPH   ANTHONY,   Fort  Wayne,   Ind.,    Ph.    G.,    '99.     Not  heard 

from. 
SILBERBERG,  LEON,  Greensburg,  Ind.,  B.  B.  in  M.  E.,  '03.     With  Gen- 
eral  Electric  Co.,   Schenectady,   N.   Y. 
SILK,  EDWARD  EVERETT,  Davenport,  Iowa,  B.   S.   in  M.  E.,  '99.     Not 

heard  from. 
SILVER,   EARL,   West   LaFayette,   Ind.,  B.    S.    in   E.    E.,    '03.      Teaching 

Mathematics  and  Practical  Mechanics,  Cedar  City,  Utah. 
SIMLER,  CLARA  LOUISE  (Mrs.  Walter  Curtis)  LaFayette,  Ind.,  B.  S.,  '96. 

1113  State  st,  LaFayette,  Ind. 
SIMMONS,   ORVILLE   LOGAN,    Goshen,  Ind.,   B.    S.,   '93;    M.   S.    '95.   Not 

.  heard  from. 
SIMONS,  PERRY  THOMAS,  Fairmount,  Ind.,  B.  S.   in  C.  E.,  '04.     First 

Assistant  Engineer,  C.  P.  &  St.  L.  Ry.,  Alton,  111. 
SIMONS,  WILLIAM,  Kentland,  Ind.,  B.  S.  in  Agriculture,  '01.     Farming, 

Kentland,  Ind. 
SIMPSON,  CHARLES  ARTHUR,  Vincennes,  Ind.,  B.  S.  in  E.  E.,  '98.    Tele- 
phone Engineer  with  Kellogg  Switchboard  and  Supply  Co.,   9946 

Prospect  ave.,  Chicago,  111. 
SIMPSON,  ERNEST  LYLE,  Center,  Ind.,  B.   S.   in  E.  E.,  '99.     Assistant 

General  Foreman  Transformer  Department, 'General  Electric  Co., 

Schenectady,  New  York. 
SINCLAIR,  WILLIAM  BUCHANAN,  San  Pierre,  Ind.,  B.  S.,  '81.  Deceased. 
SKINKLE,  JAY  WILLIAM,  Chicago,  111.,  B.  S.  in  E.  E.,  '03.     Not  heard 

from. 
SKINNER,  JOHN  HARRISON,   Romney,  Ind.,  B.    S.   in  Agriculture,   '97. 

Associate    Professor   of   Animal    Husbandry,    Purdue    University, 

LaFayette,   Indiana. 
SLAUGHTER,   THOMAS  LEMONDE,   Corydon,   Ind.,  B.    S.   in  E.   E.,   '99. 

Not  heard  from. 
SLIMP,   JAMES   ELBERT,   Washington,   Ind.,   B.    S.    in   C.    E.,   '01.     Not 

heard  from. 
SLIMP,  OLIVER  FREDERICK,  Washington,  Ind.,  B.  S.  in  E.  E.,  '00.    Not 

heard  from. 
SLOAN,    GEORGE    B.,    Indianapolis,    Ind.,    Ph.    G.,    '92.      Pharmaceutical 

Chemist,  604  N.  Meridian  st.,  Indianapolis,  Ind. 
SLOAN,  GEORGE  WHITE,  Indianapolis,  Ind.,  M.  D.,  '80   (Indiana  Medi- 
cal College),  Ph.  D.,   '90.     Deceased. 
SMALL,  WILLIAM  TELFORD,   Amboy,   Ind.,   B.    S.   in   E.   E.,   '03.     Not 

heard  from. 
SMART,  CYRUS  HERBERT,  Indianapolis,  Ind.,  B.  S.  in  M.  E.,  '03.     Not 

heard   from. 
SMART,  RICHARD  ADDISON,  LaFayette,  Ind.,  B.   M.   E.   in  E.   E.,  '92; 

M.  E.,  '93.     Assistant  Superintendent  of  Production  Westinghouse 

Electric  and  Manufacturing  Co.,   Pittsburg,   Pa. 
SMIDT,  HELMER,  Chicago,  111.,  Ph.  G.,  '01.    Not  heard  from. 
SMILEY,  HOMER  EDWIN,  West  LaFayette,  Ind.,  B.  S.  in  E.  E.,  '04.  Not 

heard  from. 
SMITH,  CHARLES  PIPER,  West  LaFayette,  Ind.,  B.  S.,  '03.     Not  heard 

from. 
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SMITH,  CL^DE  NEWTON,  Antwerp,  Ohio,  Ph.  G.,  '00.    Not  heard  from. 
SMITH,  EDWIN  BURTON,  Monroe,  Ind.,  B.   S.  in  E.   E.,  '00;    E.   E.  '03 

Instructor  in  Descriptive  Geometry,  Purdue  University,  LaFayette, 

Indiana. 
SMITH,   ELMER   PHILLIP,   Anderson,   Ind.,   B.    S.    in  M.    E.,    '04.    With 

Stromberg-Carlson  Telephone  Manufacturing  Co.,  11  Rundel  Park, 

Rochester,   N.   Y. 
SMITH,   ERNEST   LOCKE,   Chillicothe,   Ohio,   B.    S.    in   M.   E.,   '01.     Not 

heard  from. 
SMITH,  EVA  WILSON,  LaFayette,  Ind.,  B.  S.,  '81,  2114  N.  New  Jersey  st., 

Indianapolis,  Ind. 
SMITH,  FLORENCE  (Mrs.  Clifford  Crowell)  B.  S.,  '93.     West  LaFayette, 

Ind.    Not  heard  from. 
SMITH,  GEORGE   ARTHUR,   Manistee,  Mich.,  B.   S.   in  C.   E.,   '02.     Not 

heard  from. 
SMITH,  IDA  "VIRGINIA,  LaFayette,  Ind.,  B.  S.,  '83.     Teacher  of  Physical 

Training  and  Public  Reader,  2114  N.   New  Jersey  st.,  Indianap- 
olis, Ind. 
SMITH,  LILLIAN  GRAY,  LaFayette,  Ind.,  B.   S.,  '80.     Teacher  in  Public 

Schools,  2114  N.  New  Jersey  st,  Indianapolis,  Ind. 
SMITH,   LOUIS   CHARLES,   Cincinnati,   Ohio,  B.    S.    in  M.   E.,  'y6.      Not 

heard  from. 
SMITH,  MELVILLE  MILLINGTON,  Toledo,  Ohio.,  B.  S.,  '00.    Chief  Chem- 
ist, Sandusky  Portland  Cement  Co.,  Syracuse,  Ind. 
SMITH,  MERLE  C,  Osgood,  Ind.,  Ph.  G,  '01.    Not  heard  from. 
SMITH,   OLIVER   PRESTON,   Richmond,  \a.,  B.   S.   in   E.   E.,   '03.     Not 

heard   from. 
SMITH,  RICHARD  WIRT,  Indianapolis,  Ind.,  Ph.  G.  '04.  Not  heard  from. 
SMITH,  ROBERT  C,  Reynolds,  Ind.,  B.  S.  in  C.  E.,  '97.     Superintendent 

of  Construction  for  E.   E.   &  R.   M.   Frankland,  Civil  Engineers, 

1106  The  Rookery,  Chicago,  111. 
SMITH,  THOMAS  CLINTON,  Williamsport,  Ind.,  B.  S.  in  E.  E.,  '96.     Not 

heard  from. 
SMOOT,  WALTER  DELMAN,  Peru,  Ind.,  B.  S.  in  E.  E.,  '02.     Not  heard 

from . 
SNIDER,  WALTER  IRVING,  LaFayette,  Ind.,  B.  S.,  '92.    Not  heard  from. 
SNODDY,   WILLIAM  J.,   West  LaFayette,  Ind.,   Ph.    G,   '95.     Not  heard 

from. 
SNOWDEN,  FORBES,  Fern  Bank,  Ohio,  B.  S.   in  E.  E.,  '96.     Not  heard 

from. 
SNYDEix,   HARLAN   HENRY,   Louisville,   Ky.,  B.   S.   in  C.   E.,  '99.     Not 

heard  from. 
SNYDER,  LILLIAN  (Mrs.  P.  E.  Greene)  LaFayette,  Ind.,  B.  S.,  "95;  M.  S. 

'96.     Not  heard  from. 
SNYDER,  LUCY,  West  LaFayette,  Inu.,  B.  S.,  '03.     Not  heard  from. 
SNYDER,  OTTO  LEON,  Fort  Wayne,  Ind.,  Ph.  G.,  '99.     Not  heard  from. 
SOLBERG,  HALVOR,  Brookings,  South  Dakota,  B.  M.  E.,  '95.     Not  heard 

from. 
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SOMERVILLE,  MAUDE  (Mrs.  E.  M.  Lackens)  LaFayette,  Ind.,  B.  S.,  '90. 

Not  heard  from. 
SPAHR,  HARRY   MILLER,  Indianapolis,  Ind.,  B.  S.   in  C.   E.,  '97.     Not 

heard  from. 
SPAIN,  ROBERT  TURNER,  Terre  Haute,  Ind.,  Ph.  G.,  '04.  Not  heard  from. 
SPENCER,  GUILFORD  LAWSON,  LaFayette,  Ind.,  B.  S.,  '79;   A.  C,  '79; 

M.  S.  '82   (University  of  Michigan)  B.   S.,  '93.     Chemist,  Superin- 
tendent of  Cane  Sugar  Factory,  Chichigalpa,  Nicaragua,  C.  A. 
SPICELY,  xlARR^,  Bloomington,  Ind.,  Ph.  G.,  '01.     Not  heard  from. 
SPIKER,  AUGUST  C,  Vincennes,  Ind.,   B.   S.   in  M.  E.,  '96;    M.  E.,   '99. 

Civil  Engineer,  Stoddard  Co.,  Bloomneld,  Mo. 
SPITZER,    GEORGE.   LaFayette,   Ind.,   Ph.    G.,   '89.     Pharmacist,   Hogan- 

Spitzer  Drug  Co.,  LaFayette,  Ind. 
SPIVEY,  JAMES  RUDOLPH,  Oxford,  Ind.,  Ph.  G.,  '91.     Not  heard  from. 
SPRING.  ROBERT  BURR,  LaFayette,  ind.,  Ph.  G.,  '97.     Not  heard  from. 
SPURGEON,  ORVILLE  ELMER,  Muncie,  Ind.,  B.  S.,  '99.     Physician  and 

Surgeon,  Muncie,  Ind. 
STABLER,  FRANK  ORA,  Bethany,  Ohio,  Ph.  G.,  '91.     Deceased. 
STABLER,  LAIRD  J.,  Columbus,  Ohio,  B.  S.,  '90;   M.  S.  '98.     Not  heard 

from. 
STAFFORD,   CHARLES  AUSTIN,  Millville,   Ind.,  B.    S.,  '87.     Not  heard 

from. 
STAHL,   CHARLES   EDGAR,   Hartford  City,    Ind.,    B.    S.    in    M.    E.,    '99. 

Draftsman  428  Third  St.,  N.  W.,  Washington,  D.  C. 
STAIR,  BIRD  WILLIAMS,  Buck  Creek,  Ind.,  B.  S.,  '99;   M.  S.  '01.     Not 

heard  from. 
STALLARD,   SAD  YE,   West  LaFayette,   Ind.,   B.    S.,   99;    M.    S.,    '00;    443 

State  St.,  West  LaFayette,  Ind. 
STANSBURY,  WILLIE  (Mrs.  H.  C.  Leonard)  B.  S.,  '95.    Not  heard  from. 
STARKEY,  WILLIAM  CARLETON,  Zionsville,  Ind.,  B.   S.  in  E.   E.,  '03. 

With  Westinghouse  Electrical  and  Manufacturing  Co.,  Pittsburg, 

Pennsylvania. 
STARZ,  CHARLES  W.,  Delaware,  111.,  Ph.  G.,  '97.    Not  heard  from. 
STAUFFER,  CHRISTIAN  CARROLL,  West  LaFayette,  Ind.,  B.  S.  in  E. 

E.,  '04.     With  J.  G.  Schaff,  Electric  Co.,  Hagerstown,  Md. 
STEDFELDT,   WALTER  C,  Indianapolis,   Ind.,   Ph.   G.,   '99.     Not   heard 

from. 
STEELE,  ROY  LANDON,  Oxford,  Ind.,  Ph.  G.,  '04.     Not  heard  from. 
STEIN,   OSCAR  CORNELIUS,  Anderson,  Ind.,  B.   S.   in  M.   E.,   '02.     As- 
sistant   Superintendent    of    Construction,    Illinois    Steel    Works, 

6234  Jefferson  ave.,  Chicago,  111. 
STELLHORN,   FREDERICK  WILLIAM,   Fort  Wayne,  Ind.,   Ph.    G.,    '98. 

Druggist,  1135  E.  Creighton  ave.,  Ft.  Wayne,  Ind. 
STEPHENSON,    OLIVER    W.,    Livonia,    Ind.,    Ph.    G.,    '94.      Pharmacist, 

Orleans,  Ind. 
STEVENS,  JOHN  JAMES,  San  Antonio,  Texas,  B.  S.  in  M.  E.,  '04.     Not 

heard   from. 
STEVENS,  MARTHA  DICKS,  LaFayette,  Ind.,  B.  S.,  '94;   B.  S.  In  C.  E., 

'97;   M.  S.,  '98.     Not  heard  from. 
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STEVENSON,  ARCHIBALD,  Rockport,  Ind.,  B.  S.,  '93;  B.  L.  '97  (Univer- 
sity of  Michigan).     Not  heard  from. 

STEWART,  LUTHER,  Sullivan,  Ind.,  B.  S.  in  E.  E.,  '00.     Not  heard  from. 

STEWART,  UIASSES  MORTON,  Madison,  Ind.,  B.  b.  in  Agriculture,  '90. 
Not  heard  from. 

STINESPRlNG,  EARL  CONKLIN,  West  LaFayette,  Ind.,  B.  S.,  '96.  Gen- 
eral Secretary,  The  Teachers'  Endowment  and  Annuity  Associa- 
tion, LaFayette,  Ind. 

STINESPRlNG,  HARRY  PIERCE,  West  LaFayette,  Ind.,  B.  S.,  '96.  Not 
heard  from. 

STIVER,  NOBLE,  Logansport,  Ind.,  Ph.  G,  '03.     Not  heard  from. 

STOCKTON,  ELLA  (Mrs.  W.  A.  Fankboner)  West  LaFayette,  Ind., 
B.  S.,  '85.    Not  heard  from. 

STOKES,  FRED  ALEXANDER,  LaFayette,  Ind.,  Ph.  G.,  '94.  Not  heard 
from. 

STORMONT,  RALPH  M.,  LaFayette,  Ind.,  Ph.  G.,  '02.  Pharmacist  in 
Eastern  Indiana  Hospital  for  Insane,  Easthaven,  Richmond,  Ind. 

STOTLER,  GLuRGE  HENRI?,  Indianapolis,  Ind.,  Ph.  G.,  '94.  Not  heard 
from. 

STOUT,  MARION,  Bluff  ton,  Ind.,  Ph.  G,  '90.  Not  heard  ftom. 

STOUT,  WALTER,  Indianapolis,  Ind.,  Ph.   G,  '04.   Not  heard  from. 

STOY,  HENRIETTA  EMILY,  LaFayette,  Ind.,  B.  S.,  '95.     Not  heard  from. 

STRETCH,  LULU  (Mrs.  H.  S.  White)  West  LaFayette,  Ind.,  B.  S.,  '91. 
Eustis,  Florida. 

STRONG,  DUDLEY  DONALD,  Akron,  Ind.,  B.  S.  in  E.  E.,  '03.  Electrical 
Engineer,  Akron,  Ind. 

STROUD,  EDWIN  GERRISH,  Bonfield,  ill.,  B.  S.  in  M.  E.,  '99.  Manager 
Cleveland  Engineering  Agency,  2209  Superior  st.,  Cleveland,  Ohio. 

STUART,  WILLIAM,  West  LaFayette,  Ind.,  M.  S.,  '96.  Professor  Horti- 
culture, University  of  Vermont,  and  Horticulturist  Vermont  Agri- 
cultural Experiment  Station,  44  Booth  st.,  Burlington,  Vt, 

STUCKMEYER,  WILLIAM  E.,  Indianapolis,  Ind.,  Ph.  G.,  '01.  Not  heard 
from. 

STURGIS,  WILL  CARLETON,  Bluffton,  Ind.,  Ph.  G,  '97;  Ph.  C,  '97.  Not 
heard  from. 

STURMER,  JULIUS  WILLIAM,  Ft.  Wayne,  Ind.,  Ph.  G,  '89.  Professor 
of  Pharmacy,  Purdue  University,  LaFayette,  Ind. 

SUTTON,  ERNEST  GUY,  Williamsport,  Ind.,  B.  S.,  '00.  Principal  Oxford 
High  School,  Oxford,  Ind. 

SWAIDNER,  ARTHUR  GARFIELD,  Halls  Corner,  Ind.,  Ph.  G.,  '03.  Not 
heard   from. 

SWAIN,  JOSEPH  GORDON,  Indianapolis,  Ind.,  B.  S.  in  E.  E.,  '97.  Youngs- 
town  Ohio. 

SWAN,  JOHN  SIMEON,  Mt.  Pleasant,  Iowa,  B.  S.  in  C.  E.,  '03.  Not  heard 
from. 

SWEARINGEN,  JAMES  WATT,  Shideler,  Ind.,  B.  S.  in  M.  E.,  '04.  With 
General  Electric  Co.,  Schenectady,  N.  Y. 

SWEARINGEN,  JOSEPH,  Blountsville,  Ind.,  B.  M.  E.,  '86.  Not  heard 
from. 
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SWEENEY,  SINGLETON  YOUNG,  Owens  boro,  Ky.,  B.  S.  in  M.  E.,  '04. 
With  Chicago  Branch  B.  F.  Sturtevant  Co.,  Heating  and  Ventilat- 
ing Engineers,  6557  Yale  ave.,  Chicago,  111. 

SWEEZEY,  ARTHUR  CLYDE,  Open  Meadows,  N.  Y.,  B.  S.  in  M.  E.,  '03. 
Not  heard  from. 

SWITZER,  LEVI  RUTHERFORD,  OtterbeiD,  Ind.,  B.  S.  in  M.  E.,  '01. 
Farmer,  Otterbein,  Ind. 

T 

TAIT,  CLARENCE  EVERETT,  Vevay,  Ind.,  B.  S.  in  M.  E.,  '99.    In  charge 

Western    Office,    Irrigation     and     Drainage    Investigation,    U.    S. 

Department   of   Agriculture,   Cheyenne,   Wyoming. 
TALBOT,  GEORGE  WINSLOW,  Peru,  Ind.,  B.  S.  in  M.  E.,  '96.    President 

Indianapolis  Basket  Co.,  110  Woodruff  Place,  Indianapolis,  Ind. 
TANNER,  ARTHUR  RAY,  Plymouth,  Ind.,  B.  S.  in  E.  E.,  '01.    Not  heard 

from. 
TARKINGTON,  CLARENCE  GAYE,   Kokomo,   Ind.,   B.    S.   in   E.   E.(   '01. 

Electrical  Engineer  with  Cutler  Hammer  Manufacturing  Co..  1120 

Cedar   St.,   Milwaukee,   Wis. 
TATMAN,  JAMES  SHELLEY,  Connersville,  Ind.,  B.  S.  in  M.  E.,  '02.     Not 

heard  from. 
TAYLOR,  BENJAMIN  BLOOMFIELD,  Thorntown,  Ind.,  Ph.   G.,  '95.     De- 
ceased. 
TAYLOR,  BENNETT,  Taylor's   Station,  Ind.,   B.   M.   E.,  '87.     Not  heard 

from. 
TAYLOR,  JAMES  HOWARD,  Wolcott,  Ind.,  Ph.  G.,  '02.     Deceased. 
TAYLOR,  ROY  FRANK,  Winchester,  Ind.,  B.  S.  in  M.  E.,  '04.     With  B. 

F.  Sturtevant  Co.,  Chicago,  111. 
TAYLOR,  WILLIAM  CHRISTOPHER,  West  LaFayette,  Ind.,  B.  S.  in  C. 

E.,  '97.     Not  heard  from. 
TAYLOR,  WILLIAM   EDGAR,  Peru,  Neb.,  M.    S.,  '92.     Not  heard  from. 
TEETERS,    JOSIAH    COTTELL,   Auburn,   Ind.,  B.    C.    E.,    '91.      Principal 

Idaho  Industrial  Institute,  Weiser,  Idaho. 
TERRELL,  LEWIS,  San  Antonio,  Texas,  B.  S.,  in  M.  E.,  '04.    Draftsman, 

Olds  Motor  Works,  201  Locust  st,  Detroit,  Mich. 
TERRY,  OLIVER  PERKINS,  West  LaFayette,  Ind.,  B.  S.,  '03.     Not  heard 

from. 
TEST,  CHARLES  DARWIN,  West  LaFayette,  Ind.,  B.  M.  E.,  '94,  A.  C.  '96. 

Instructor  in  Chemistry,  Colorado  School  of  Mines,  Golden,  Col. 
TEST,  LOUIS  AGASSIZ,  West  LaFayette,  Ind.,  B.  M.  E.,  '94;   A.  C,  '96. 

Instructor  in  Chemistry,   Purdue  University,  LaFayette,  Ind. 
TEST,  WILLIAM  HENRY,   Richmond,  Ind.,  B.   S.,   '92;   M.   S.,  '93.     Not 

heard  from. 
THALEG,  OSCAR  ERNEST,  Philadelphia,  Pa,  B.  S.,  in  M.  E.,  '04.     Not 

heard  from. 
THATCHER,  MARSHALL,  West  LaFayette,  Ind.,  B.   S.,  '84.     Not  heard 

from. 
THEOBALD,  CLINTON  MILTON,  Richmond,  Ind.,  B.  S.  in  C.  E.,  '99.    Not 

heard  from. 
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THISTLETHWAITE.  CLEM,  Richmond,  Ind.,  Ph.  G.,  '99.  Not  heard  from. 
THOMAS,  ALBERT  HARRY,  Richmond,  Ind.,  B.  M.  E.,  '95;  M.  E.,  '97.  Not 

heard  from. 
THOMAS,  ROSs  GORDON,   Indianapolis,  Ind.,  B.   S.   in   C.   E.,   '03.     Not 

heard  from. 
THOMPSON,    ALBERT   JOHNSON,   Nicholson,   N.    C,    Ph.    G,    '97.     Not 

heard  from. 
THOMPSON,  ALBERT  ROOTS,  Liberty,  Ind.,  B.  M.  E.  in  E.  E.,  '95.     Not 

heard  from. 
THOMPSON,  ANNA  BLANCHE,  West  LaFayette,   Ind.,  B.    S.,  '03.     Not 

heard  from. 
THOMPSON,    CHARLES   WALTER,   Bringhurst,    Ind.,   Ph.    G.,   '03.      Not 

heard  from. 
THOMPSON,   INEZ,   Elizabethtown,   Ind.,   Ph.    G,   '96;    Ph.    C,   '96.     Not 

heard  from. 
THOMPSON,   JESSIE,    (Mrs.    W.    E.    White)    LaFayette,   Ind.,    B.    S.   '81. 

Deceased,  January  14,  1896. 
THOMPSON,  JOHN  B.  D.,  Ashville.  N.  Y.,  B.  S.  in  M.  E.,  '00.     Draftsman 

for  the  W.  P.  R.  R.,  2418  Cass  st,  Omaha,  Neb. 
THOMSON,  JOHN  DOUGHERTY,  LaFayette,  Ind.,  B.  M.  E.,  '93.     Lawyer, 

144-18  Fletcher  Bank  Building,  Indianapolis,  Ind. 
THOMPSON,  LURA   (Mrs.  M.   G   Quick(  LaFayette,  Ind.,  B.   S.,  '83,  645 

Bergen  ave.,  Jersey  City,  N.  J. 
THOMPSON,  VICTOR  MATTISON,  Ashville,  N.  Y.,  B.   S.  in  Agriculture. 

'00.     In  rice  business,  Katy,  Texas. 
THOMPSON,  WILBUR  HAYES,  Ligonier,  Ind.,  B.*S.  in  E.  E.,  '98;   E.  E. 

'00.     With   Westinghouse    Electric    and    Manufacturing    Co.,    521 

Coal  St.,  Wilkinsburg,  Pa. 
THOMPSON,  WILLIAM  ORVAL,  Arcana,  Ind.,  B.  S.,  '93.    Not  heard  from. 
THORN,  FRANK  M..  Huntington,  Ind.,  Ph.  G.,  '92.     Deceased. 
THORN.  WRAY  T.,  Shawnee,  Okla.,  B.  S.  in  E.  E.,  '03.     Not  heard  from. 
THORNE,  GEORGE  ELMER,  Alto,  Ind.,  B.  C.  E.,  '93.     First  Lieutenant 

United  States  Army,  Fort  Leavenworth,  Kansas. 
THORNTON.   JOHN   FORESMAN,   Burnettsville,   Ind.,   Ph.   G.,   '95.     Not 

heard  from. 
THROCKMORTON,  GEORGE  KING,  LaFayette,  Ind.,  B.  S.,  '83;  M.  D.,  *84 

(Rush  Medical   College)      Not  heard   from. 
THRUSH,  IRA  ALLEN,  Auburn,  Ind.,  B.  S.  in  E.  E.,  '97.    Not  heard  from. 
TIMBERLAKE,  FRANK  BIGGS,  LaFayette,  Ind.,  B.  S.  in  M.  E.,  '02.    With 

B.  F.  Biggs  Pump  Co.,  LaFayette,  Ind. 
TINGLEY,   FRANKLIN   GINN,   Marion,  Ind.,   B.   C.   E.,    '93.      Not  heard 

from. 
TINSLEY,  EDWARD  C,  Jeffersonville,  Ind.,  Ph.  G.,  '94.    Not  heard  from. 
TIPPY,  CHARLES  WESLEY,  New  Carlisle,  Ind.,  B.  S.  in  M.  E.,  '99.    Not 

heard  from. 
TOBIAS.  EDITH  LORAINE   (Mrs.  W.   E.   Miller)    West  LaFayette,   Ind., 

B.  S.,  '03.    Not  heard  from. 
TODD,  FRANK  GRIFFITH,  Chicago,  111.,  B.  S.  in  C.  E.,  '03.     Not  heard 

from. 
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TODD,  IRA  L.,  Carroll,  Ind.,  Ph.  G.,  '01.     Not  heard  from. 

TOZZER,  BRENT  ACHILLES,  Fern  Bank,  Ohio,  B.  S.  in  M.  E.,  '99.  Not 
heard  from. 

TRIMBLE,  THOMAS  HEALY,  West  LaFayette,  Ind.,  B.  M.  E.  in  E.  E.,  '95. 
Deceased,  February,  1902. 

TREAT,  ROBERT  BELDEN,  Hinsdale,  111.,  B.  S.  in  E.  E.,  '97.  Electrical 
Engineer.  In  charge  of  Direct  Current  Motor  and  Dynamo  De- 
sign, Crocker  Wheeler  Co.,  Ampere,  N.  J. 

TROYER,  JACOB  ENOS,  New  Castle,  Ind.,  B.  S.  in  C.  E.,  '97.  Vice  Pres- 
ident and  Chief  Engineer,  New  Castle  Bridge  Co.,  601  Beecher, 
st.,  Indianapolis,  Ind. 

TRUCKSESS,  FRENCH  EDWARD,  Brownsburg,  Ind.,  B.  S.,  '00;  M.  S.,  '04. 
Principal  High  School,  West  LaFayette,  Ind. 

TRUEBLOOD,,  RALPH  BROWN,  Danville,  111.,  B.  S.  in  M.  E.,  '02.  In- 
structor Practical  Meohanics,  Purdue  University,  LaFayette,  Ind. 

TRUMAN,  JOHN  BENJAMIN,  Logansport,  Ind.,  B.  S.  in  C.  E.,  '03.  Not 
heard  from. 

TSCHENTSCHER,  RUDOLPH,  Indianapolis,  Ind.,  B.  S.  in  M.  E.,  '97; 
M.  E.,  '98   (Cornell).     Not  heard  from. 

TUDOR,  JOHN  WILBJJR,  Homer,  111.,  Ph.  G.,  '00.  Prescription  Clerk 
for  J.  A.  Tudor,  Homer,  111. 

TWELLS,  RICHARD  STANLEY,  Logansport,  Ind.,  B.  S.,  '00.  Teacher  of 
Science,  High  School,  Green  Bay,  Wisconsin. 

u 

UGLAND,  GEORGE  EMIL,  West  Collingswood,  N.  J..  B.  S.  in  M.  E.  '99. 

Chief  Draftsman,  The  Murray  Co.,  258  Junius  st.,  Dallas,  Tex. 
UHL,  AGNES  EVA,  Monticello,  Ind.,  Ph.  G.,  '95.    Deceased. 
ULRICH,  ALVA  ISAAC,  Three  Rivers,  Mich.,  Ph.  G,  '94.     Not  heard  from. 
ULRICH,  KARL,  Idaho  Springs,  Col.,  B.  S.  in  M.  E.,  '02.    Not  heard  from. 

V 

VALENTINE,  CHARLES  WHITALL,  Millville,  N.  J.,  B.  S.,  in  M.  E.,  '98. 

Not  heard  from. 
VANDERBILT,   HOWARD   CLEMENT,   LaFayette,  Ind.,   B.   S.,   '85.     Not 

heard  from. 
VANDEGRIFT,  WILLIAM  COLLIER,  San  Francisco.  Cal..  B.  S.  in  M.  E., 

'02.    Not  heard  from. 
VANDERBILT,  LEROY,  Paterson,  N.  J..  B.  S.  in  E.  E.,  '01.     Consulting 

Electrical  Engineer,  Paterson,  N.  J. 
VANDERKLEED,  CHARLES  EDWIN,  West  LaFayette,  Ind.,  Ph.  G,  '95. 

Ph.  C,  '96;   B.  S.   '99;    A.   C,  '01.     Chief  Chemist  for  the  H.   K. 

Mulford  Co.,  412-4428  S.  Thirteenth  st,  Philadelphia,  Pa. 
VAN  DEINSE,  ANTON  FAY.  Indianapolis,  Ind.,  B.  S.  in  M.  E.,  '04.     In- 
structor, Powers,  Columbia,  Mo. 
VAN  DERVORT,  ADRIAN  ORESMUS,  Troy,  N.  Y.,  B.  S.   in  M.  E.,  '00. 

Not  heard  from. 
VANATTA,    JOHN    CROTHERS,    Brookston,    Ind.,    B.    S.,    '78.      Banker. 

Farmer,  Contractor  and  Tile  Maker,  Brookston,  Ind. 
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VAN  NATTA,   HARRIET  SHEETZ,  Fowler,   Ind.,  B.    S.,   '84.     Not  heard 

from. 
VAN  NATTA,   JOHN   WILSON,    LaFayette,   Ind.,    B.    S.,    '02.     Not   heard 

from. 
VAN  NATTA,  MARGARET  (Mrs.  Charles  Snyder)  Fowler,  Ind.,  B.  S.,  '86. 

Not  heard  from. 
VAN  NATTA,  SAMUEL  GILBERT,  LaFayette,  Ind.,  B.  S.,  '99.     Not  heard 

from. 
VAN  PELT,  DALE,  Vevay,  Ind.,  B.  S.,  '92.     Not  heard  from. 
VAN  ZANDT,   JEROME   GOODSPEED,   Chicago,  111.,   B.   S.   in  C.   E.,   '04 

With  Alabama  Steel  Wire  Co.,  Gadsden,  Ala. 
VAN  ZANDT,  PAUL  CLAIBORNE,  Chicago,  111.,  B.   S.   in  M.  E.,  '99.     In 

Crushing  and  Cement  Machinery  Department,  Allis-Chalmers  Co., 

Chicago,  111. 
VATER,  AGNES  EUGENIA,  LaFayette,  Ind.,  B.  S.,  '91;    M.  S.,  '95.     Not 

heard  from. 
VATER,   WILLIAMSON   DUNN,   LaFayette,   Ind.,   B.    S.,   '91;    M.    S.,    '94. 

Pastor   Presbyterian    Church,    Oxford,    Ind. 
VAWTER,  WILLIAM  HUNTER.  West  LaFayette,  Ind.,  Ph.  G.,  '88.     Not 

heard  from. 
VEAL,  CICERO  BAILEY,  Economy.  Ind.,  B.  S.  in  M.  E.,  '02.     Instructor 

in  Machine  Design,  Purdue  University,  LaFayette,  Ind. 
VEHSLAGE,  EDWARD  HENRY,  Seymour,  Ind.,  B.  S.  in  E.  E.,  '04.     As- 
sistant in  Practical  Mechanics,  Purdue  University,  LaFayette,  Ind. 
VESTAL,  ANTHONY  WAYNE,  Elwood,  Ind.,  B.  S.  in  M.  E.,  '02.     Machin- 
ist anc.  Mechanical  Engineer,  B.  &  O.  Ry.,  Washington,  Ind. 
VESTAL.  CHARLES  PERRY.  Montezuma,  Ind.,  B.  S.  in  Agriculture,  '01. 

Farmer,  Montezuma.  Ind. 
VINCENT.  HARRY   FULLER,  Davenport,  Iowa,  B.  S.  in  M.  E.,  '02.     Not 

heard  from. 
VINNEDGE,  MARY  CHARLOTTE   (Mrs.  Charles   E.   Parker),  LaFayette, 

Ind.,  B.  S.,  '00;   M.  S.,  '01.     Beechmont,  Louisville,  Ky. 
VINNEDGE,  ROBERT  RUSSELL,  LaFayette,  Ind..  B.  S.  in  M.  E.,  '04.  Not 

heard  from. 
VINTON,  HENRY  HEATH,  LaFayette,  Ind.,  B.   S.,  '85.     Not  heard  from. 
VIOLETT,  RUTH   (Mrs.   W.  E.  Morey)   West  LaFayette,  Ind.,  B.   S.,   '96. 

Not  heard  from. 
VIRDEN.  SAMUEL  TURNER,  Monticello,  Ind.,  B.   S.  in  Agriculture,  '86. 

Deceased. 
VOELKE,  FRED,  Tell  City,  Ind.,  B.  S.  in  M.  E.,  '99.     Not  heard  from. 
VOGES.   HENRY  BERNHARDT.   Terre   Haute,   Ind.,   Ph.   G.,   '98;    Ph.   C, 

'98.     Not  heard  from. 
VOGT,  FRED  HARRY,   Indianapolis,   Ind.,  Ph.   G.,   '98.   Not  heard   from. 

w 

WAGNER.  EARL   P.,   South  Bend.  Ind.,  Ph.   G.,   '97.     Reading  medicine, 

244  Lincoln  st,   Chicago,  111. 
WAINWRIGHT.  HARRY  A.,  Connersville,  Ind.,  B.  S.  in  M.  E.,  '99.     Not 

heard  from. 
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WALDENMAIER,  BENJAMIN  C,  Vevay,  Ind.,  B.  S.  in  M.  E.,  '99.  Student 

at  Cornell  University,  Ithaca,  N.  Y. 
WALDRON,  LOUIS  DAVIS,  Chicago,  111.,  B.  S.  in  E.  E.,  '04.     With  Com- 
mercial  Electric  Co.,  1202  Central  ave.,  Indianapolis,   Ind. 
WALL,  CLAUDE  DAVID,  VanBuren,  Ind.,  Ph.  G.,  '04.     Not  heard  from. 
WALLACE,   ELLA    (Mrs.  Charles   McConaughey)    LaFayette,  Ind.,   B.    S., 

'88.     Deceased,  June,  1899. 
WALLACE,    HARRY   OMER,    Rochester,    Ind.,    B.    S.    in   C.    E.,   '03.    Not 

heard  from. 
WALLACE,   JENNIE   WILSON,   LaFayette,    Ind.,  B.    S.,    '92.     Not   heard 

from. 
WALLACE,  JOHN,  Orland,  Ind.,  B.  S.  in  E.  E.,  '97.     Not  heard  from. 
WALLACE,   ROY   WESTON,   LaFayette,   Ind.,   B.   S.   in  M.    E.,  '99.     Not 

heard  from. 
WALTERS,  ARTHUR  LOUIS,  Battle  Ground,  Ind.,   B.    S.,  '04.     Botanist 

for  Eli  Lilly  &  Co.,  Indianapolis,  Ind. 
WALTER,  FREDERICK  BOSSLER,  Wabash,  Ind.,  B.  S.  in  M.  E.,  '03.  Con- 
struction Department,  General  Electric  Co.,  Schenectady,  N.    Y. 
WALTHAM,  WILLIAM  H.,  Quaker,  Ind.,  B.  C.  E.,  '95.  Deceased,  May  23, 

1899. 
WALTS,   FRANKLIN   MATSON,   Auburn,   Ind.,   B.    S.    in  C.    E.,   '97.     Not 

heard  from. 
WARNER,  CORTICE,  Edinburg,  Ind.,  Ph.  G.,  '89.     Not  heard  from. 
WARNOCK,  NELLE  MIRIAM    (Mrs.   Cal.    Hollis)    West  LaFayette,  Ind., 

B.  S.,  '96.    Not  heard  from. 
WARREN,  ALBERT  KING,  Carmel,  Ind.,  B.  S.,  '81.     Not  heard  from. 
WARREN,  CHARLES  ABNER,  Watseka,  111.,  Ph.  G.  '98.     Wholesale  and 

Retail  Book  Dealer,  Oregon  City,  Oregon. 
WASHBURN,  IRA  MILLER,  Rensselaer,  Ind.,  B.  S.,  '96;  M.  D.,  '00;   (Rush 

Medical  College)   Not  heard  from. 
WASHBURN,  WILLIS  WARREN,  Rensselaer,  Ind.,  B.  M.  E.  in  E.  E.,  '95. 

Owner   and   Manager   of   Western   Indiana   Telephone   Co.,   Good- 
land,  Ind. 
WATERS,   CLARENCE  VIRGIL,   Eaton,   Ohio,  Ph.    G.,   '99.     Pharmacist, 

Eaton,  Ohio. 
WATERS,  ELMER  RITCHEY,  Farmers'  Institute,  Ind.,  B.  C.  E.,  '91.     Not 

heard  from. 
WATERS,  DAVID  RICHARD,  Chicago,  111.,  B.  S.  in  E.  E.,  '03.     Not  heard 

from. 
WATJEN,  HERMAN  OTTO,  Vincennes,  Ind.,  B.  S.  in  E.  E.,  '01.    Not  heard 

from. 
WATSON,  FRANK  CARLYN,  Cayuga,  Ind.,  B.  S.  in  E.  E.,  '04.     Not  heard 

from. 
WATSON,  RALPH  BUCKLEY,  LaPorte,  Ind.,  B.  S.  in  M.  E.,  '00.  Inspector 

Fuel  and  Locomotives,   Mobile  &  Ohio  R.   R.,  Box  312,  Jackson, 

Tennessee. 
WAUGH,   JAMES   MILO,    Colfax,    Ind.,    B.    S.,   '83.     Contractor,    Concrete 

Construction  and  Street  Paving,  Crawfordsville,  Ind. 
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WEAVER,  SIMON  HOMER,   Covington,  Ohio,  B.   S.   in  E.  E.,  '03.     Not 

heard  from. 
WEBBER,  ROY  IRWIN,  Warsaw,  Ind.,  B.  S.  in  C.  E.,  '99.    Not  heard  from. 
WEBER,  ALBERT,  Evansville,  Ind.,  B.  S.  in  C.  E.,  '96.     Deceased. 
WEIDNER,  MADISON  ELMER,  Mulberry,  Ind.,  B.  S.  in  E.  E.,  '04.     Not 

heard  from. 
WEINLAND,  HARRY  EUGENE,  Hope,  Ind.,  Ph.  G.,  '96.    Not  heard  from. 
WEIR,  THOMAS  PERKINS,  Muncie,  Ind.,  B.  S.,  '81.     Not  heard  from. 
WEISS,  CARL  C,  Indianapolis,  Ind.,  Ph.  G.,  '97.    Not  heard  from. 
WEITZEL,  NICHOLAS  THOMAS,  Frankfort,  Ky.,  B.  S.  in  E.  E.,  '97.    Not 

heard  from. 
WELCH,  ALFRED  FRANCIS,  Ithaca,  Mich.,  B.  S.  in  E.  E.,  '01.     Assist- 

tant  Electrical  Engineer,  Ft.  Wayne  Electric  Works,  315  Douglas 

ave.,  Fort  Wayne,  Ind. 
WELCH,  ERNEST  CLAY,  Lena,  Ind.,  B.  S.  in  C.  E.,  '99.     Engineer  M.  of 

W.,  C.  P.  &  St.  L.,  Ry.,  Alton,  111. 
WELCH,  LEllTIA    (Mrs.   Perry  Lutz)   West  LaFayette,   Ind.,  B.   S.,  '90. 

West  Point,  Ind. 
WELLINGTON,  JAMES  HIGBY,  Kentland,  Ind.,  Ph.  G,  '93.     Not  heard 

from. 
WELLS,  JAMES  HENRY,  LaFayette,  Ind.,  B.  M.  E.,  '91;  M.  E.,  '95.     Not 

heard  from. 
WELLS,  MELVILLE  BAKER,  Commiskey,  Ind.,  B.  C.  E.,  '94;   C.  E.,  '95. 

Associate  Professor  Bridge  and  Structural   Engineering,   Armour 

Institute,"  Chicago,  111. 
WELLS,  MERRITT  ROBERTSON,  Indianapolis,  Ind.,  B.  S.  in  M.  E.,  '00. 

M.  E.,  '02.    With  Westinghouse  Machine  Co.,  Pittsburg,  Pa. 
WELLS,  WILLIAM  HEATH,  LaFayette,  Ind.,  B.   M.   E.,  '89.     Deceased, 

August  15,  1894. 
WENTZ,  ESTELLA  KATE,  West  LaFayette,  Ind.,  '87;    M.   S.  '90;    M.  S. 

'94    (Cornell).     Not  heard  from. 
WENZ,  ALEXANDER,  Munich,  Germany,  B.  S.  in  C.  E.,  '96.     Not  heard 

from. 
WEST,   OSCAR  HAINES,   Martinsville,   Ind.,   B.    S.   in  E.   E.,   '04.     With 

Electric  Railway  Test  Commission,  World's  Fair,  St.  Louis,  Mo. 
WEST,  THOMAS  ALVIN,  Rockville,  Ind.,  Ph.   G,  '92.     Not  heard  from. 
WESTCOTT,  ARTHUR  LORD,  Kendallville,  Ind.,  B.  M.  E.  in  E.  E.,  '92. 

Not  heard  from. 
WESTENFELDER.  BERT  D.,  LaPorte,  Ind.,  Ph.  G.,  '86.     Not  heard  from. 
WESTFALL,  JOHN   MARION,  LaFayette,  Ind.,   Ph.   G.,   '91.     Not  heard 

from. 
WESTFALL,  LESLIE  MARK,  LaFayette,  Ind.,  B.  S.    '01.    Not  heard  from. 
WESTFALL,    WILBUR   PAUL,   LaFayette,    Ind.,    B.    S.,    '00.      Not    heard 

from. 
WESTON,  THEODORE  FREDERIC,  West  LaFayette,  Ind.,  B.  S.  in  M.  E., 

'04.     With  General  Electric  Steam  Turbine  Department,  57  War- 
ren, st.,  Lynn,  Mass. 
WHEELER,  WALTER  HOWARD,  Indianapolis,  Ind.,  B.  S.  in  C.  E.,  '97. 

Not  heard  from. 
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WHEELER,  NED  JOHNSON,  Crown  Point,  Ind.,  B.  S.  in  M.  E.,  '02.  As- 
sistant in  Engineering  Laboratory,  Purdue  University,  LaFay- 
ette,  ind. 

WHITAKER,  RALPH  WALLACE,  Davenport,  Iowa,  B.  S.  in  C.  E.,  '04. 
Not  heard  from. 

WHITE,  ALFRED  EVERETT,  Liberty,  Ind.,  B.  S.,  '04.     Not  heard  from. 

WHITE,  EARLE  OVERTON,  Dana,  Ind.,  B.  S.  in  E.  E.,  '97.  Not  heard 
from. 

WHITE,  EARL  TYNER,  West  LaFayette,  Ind.,  B.  S.  in  M.  E.,  96.  En- 
gineer in  charge  of  the  Moftett  Roller  Bearing,  Fedellioren  38, 
Bremen,  Germany. 

WHITE,  EDWARD  SABIN,  LaFayette,  Ind.,  B.  S.,  '82.     Not  heard  from. 

WHITE,   EMORY   CALVIN,   Allegan,  Mich.,  B.   S.   '83.     Not  heard  from. 

WHITE,  MALCOLM  ROBERTSON,  Oak  Park,  111.,  B.  S.  in  M.  E.  '02.  Sec- 
retary  Pneumatic   Separator  Co.,  250  Home  ave.,   Oak   Park,   111. 

WHITE,  SAMUEL  ORR,  Evansville,  Ind.,  B.  S.  in  M.  E.,  '04.  With  the 
Apperson  Bros.'  Automobile  Co.,  Kokomo,  Ind. 

WHITE,  WILLIAM  EDWARD,  Oxford,  Ind.,  B.  S.,  '83.     Not  heard  from. 

WHITE,  WILLIAM  EMERSON,  West  LaFayette,  Ind.,  B.  S.  '81;  L.  L.  B., 
'86   (Cincinnati).     Not  heard  from. 

WHITEHEAD,  DON  CARLETON,  Maumee,  Ohio,  Ph.  G.,  '89.  Not 
heard  from. 

WHITEHEAD,  JOHN  ROY,  Toledo,  Ohio,  B.  S.  in  E.  E.,  '04.  Assistant 
Electrical  Engineer,  U.  S.  Signal  Corps,  Washington,  D.  C. 

WHITEHEAD,  MARY  LIVONIA,  Richmond,  Ind.,  B.  S.,  '93.  Not  heard 
from. 

WHITRIDGE,  JOHN  CLIFFORD,  Richmond,  Ind.,  B.  M.  E.,  '95;  M.  E.  '98. 
Assistant  General  Manager,  The  Buckeye  Steel  Castings  Co., 
Columbus,  Ohio. 

WHITTED,  FRANK  ALLAN,  Martinsville,  Ind.,  B.  S.  in  M.  E.,  '04.  Not 
heard  from. 

WICKERSHAM,  RALPH  STEPHEN,  Western  Springs,  111.,  B.  S.  in  M.  E., 
'97;  M.  E.  '98.  Draftsman  for  H.  W.  Miner  Co.,  Railway  Supplies, 
Chicago,   111. 

WICKERSHAM,  WALTER  CLARENCE,  Western  Springs,  111.,  B.  M.  E., 
'91.  M.  E.,  '92.    Not  heard  from. 

WIDMER,  FRED  R.,  Dayton,  Ind.,  Ph.  G.,  '97.     Not  heard  from. 

WILDER,  EUGENE  C,  Macon,  Ga.,  Ph.  G.,  '03.     Not  heard  from. 

WILES,  WOOD,  Shelbyville,  Ind.,  Ph.  G.,  '93.     Not  heard  from. 

WILEY  CARL  COLE,  Fowler,  Ind.,  B.  S.,  '97.  Lawyer,  1914  N.  New 
Jersey  st.,  Indianapolis,  Ind.  . 

WILKERSON,  FRANK  B.,  Huntington,  Ind.,  B.  S.  in  E.  E.,  '02.  Telephone 
Engineer,  Western  Electric  Co.,  Chicago,  111. 

WILKINS,  JOHN  CORTNER,  Scipio,  Ind.,  in  C.  E.,  '03.    Not  heard  from. 

WILLIAMS,  CLARKE,  Warsaw,  Ind.,  B.  S.  in  E.  E.,  '99.  Deceased,  Feb- 
ruary  26,   1901. 

WILLIAMS,  LLEWELLYN,  Cincinnati,  Ohio,  B.  S.  in  M.  E.,  '01.  Secre- 
tary, The  Williams  Directory  Co.,  Publishers,  208  Post  Square, 
Cincinnati,  Ohio. 
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WILLIAMS,  HORACE  RAY.  Pendleton,  Ind.,  B.   S.   in  E.   E.,  '04.     Elec- 
trician J.  &  C.  T.  Co.,  Rushville.  Ind. 
WILLIAMS,  PAUL  FRANCIS,  Hagerstown,  Ind..  B.  S.  in  E.  E.,  '97.     Not 

heard  from. 
WILLIAMSON,  FREDERICK  CHARLES,  Michigan  City,  Ind.,  B.  S.  in  C. 

E..  '99.     Not  heard  from. 
WILMORE,   JOHN   JENKINS,   Trenton,   Ind.,   B.    M.    E.,    '88;    M.    E.,    '91. 

Professor  Mecnanical  Engineering,  Alabama  Polytechnic  Institute, 

Auburn,  Alabama. 
WILSON.  ALEXANDER  MASSEY,  LaFayette,  ind.,  B.   S.   in  M.   E.,   '01. 

M.   E.,   '03.     Assistant  Professor  of  Electrical   Engineering,   State 

College,  Lexington,  Ky. 
WILSON.  CHARLES  WILLIAM,   Indianapolis,   Ind..  B.    S.    in   C.   E.,   '03. 

Not  heard  from. 
WILSON,   CHESTER   WEBSTER,    Fairmount,   Ind.,   B.    S.    in    M.    E.,    '03. 

With   Isthmian   Canal   Commission,    Ancon-Canal    Zone,    Panama, 

South  America. 
WILSON,    DAVID    HENRY,    Paterson,    N.    J.,    B.    S.    in    E.    E.,    '02.      N<  . 

heard  from. 
WILSON,  HARRY  RITCHIE,  Indianapolis,  Ind.,  B.  S.  in  M.  E.,  '01.       Not 

heard  from. 
WILLSON,    HENRY   VOLNEY,    Muncie,    Ind..    B.    M.    E.    '91..      With    the 

Pioneer  Pole  and  Shaft  Co.,  Piqua,  Ohio. 
WILSON,  JESSE  E.  M.,  Indianapolis,  Ind.,  Ph.  G..  '97.     Not  heard  from. 
WILSON,  LAURA  MAY  (Mrs.  L.  D.  Crain)   West  LaFayette,  Ind.,  B.  S.. 

'92.     Deceased.     January   18,   1895. 
WILT,  HARRY  L.,  Portland,  Ind.,  Ph.  G,  '02.     Not  heard  from. 
WINANS,  EARL  WALLACE,  Columbus,  Ind.,  B.   S.   in  M.   E.,  '02.     Not 

heard  from. 
WINDLE,  WILLIAM  SLEEPER,  Farmers'  Institute,  Ind.,  B.   S.,   '88;    M. 

S.,  '89;   M.  D.,  '97  (Ky.  Sc.  Med.)     Not  heard  from. 
WINK.  HENRY  VERN,  Shirley.  Ind.,  Ph.  G,  '03.  Not  heard  from. 
WINKENHOFER,  LEON,  Huntingburg,  Ind.,  B.  S..  '94.     Chemist  for  Cin- 

clare  Central  Factory,  Cinclare  Cotton  Oil  Co.,  Cinclare,  La. 
WINSLOW,  BRADY  VIRGIL,  Salem,  Ind.,  Ph.  G.,  '03.     Prescription  clerk 

with  J.  D.  Jansing,  Druggist,  1519  Barrett  ave.,  Louisville,  Ky. 
WINSLOW,  FRED  ELWOOD,  Salem,  Ind.,  B.  S.  in  E.  E.,  '03.    With  Com- 
monwealth Electric  Co.,  1026,  E.  59th  st,  Chicago.  111. 
WINTER.  PAUL  GUSTAV,  Shelbyville,  Ind.,  B.  S.  in  E.  E..  '01;   E.  E.  '03. 

Electrical    Engineer    with    Jenney    Electrical    Manufacturing    Co., 

1250  Madison  ave.,  Indianapolis,  Ind. 
WISELOGEL.  JAMES  JOSEPH,   Albion,  Mich.,  B.   S.   in  M.   E.,   '99.     Not 

heard  from. 
WISELOGEL,  ROBERT  FRANK,   Indianapolis,  Ind.,   B.   M.   E.,  '95.     Not 

heard  from. 
WISHARD.  MELVILLE  BRUCE,  Rensselaer,  Ind.,  B.  S.  in  C.  E.,  '99.  Not 

heard  from. 
WITHERS,  OLIVER  PERRY,  Knightstown,  Ind.,  Ph.  G,  '99.     Not  heard 

from. 
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WITT,  CARLTON  CARPENTER,  Indianapolis,  Ind.,   B.   S.   in  M.   E.,   '00. 

Chief  Draftsman  Bridge  Department,  Chicago  &  Northwestern  Ry., 

Room  3,  Marine  Building,  Chicago,  111. 
WOLFER,  FRANK  LEONARD,  Richmond,  Ind.,  B.  S.  in  C.   E.,  '99.     Not 

heard  from. 
WOLGEMUTH,  LEE  EDGAR,  Brookings,  S.  D.,  B.  M.  E.,  '97;   M.  E.,    99. 

Mechanical  Engineer,  Motive  Power  Department,  C.  St.  P.  M.  &  O. 

Ry.,  St.  Paul,  Minn. 
WOLTER,  PAUL  ERNEST,  South  Bend.,  Ind.,  Ph.  G.,  '00.     No.  heard  from. 
WOOD,  ALBERT  EDWARD,  Albion,   111.,  B.   S.   in  E.   E.,  '02.     Not  heard 

from. 
WOOD,  ALEXANDER  PAUL,  Fort  Wayne,  Ind.,  B.  S.  in  E.  E.,  '04.     Elec- 
trical Engineering  and  Sales  Department.   Fort  Wayne  Electrical 

Works,   Ft.    Wayne,   Ind. 
WOOD,  CHASE,  Winamac,  md.,  B.  S.,  '98.     Druggist,  LaFayette,  Ind. 
WOODFIELD,  GEORGE  EDWARD,  LaFayette,   Ind.,  B.   S.   in   M.   E.,  '03. 

Not  heard  from. 
WOODHULL,  RAY,  Angola,  Ind.,  B.  M.  tt.,  '94.     Draftsman  and  Designer 

of  Switchboards,  2650  Fox  ave.,   Fort  Wayne,   Ind. 
WOODS,  ARTHUR  CHESTER,   Mulberry,  Ind.,  B.    S.   in   E.   E.,   '98.     Not 

heard  from. 
WORDEN,  LEONARD  DANE,  Albion,  Ind.,  Ph.  G.,  '93.     Not  heard  from. 
WORSHAM,  WILLIAM  MILTON,  Glenwood,  Ind.,  Ph.  G,  '95.     Not  heard 

from. 
WRIGHT,  ARTHUR  CHRISTOPHER,  Marion,  Ind.,  B.  S.,  '92.     Not  heard 

from. 
WRIGHT,  HARRY  EDMUND,  Dana,  Ind.,  B.  S.,  '98.  2173  N.  Pennsylvania 

st.,  Indianapolis,  Ind. 
WRIGHT,  JAMES  HENRY,  Frankton,  Ind.,  B.  S.  in  C.  E.,  '98.     City  Civil 

Engineer,  Anderson,  Ind. 
WRIGHT,  JOHN  SHEPARD.  Dana,  Ind.,  B.  S.,   '92.     Not  heard  from. 
WRIGHT,  MILO  BRUCE,  Salem,  Ind.,  Ph.  G.,  '03.     Not  heard  from. 
WRIGHT.  OLLIE  SHANKS,  Salem,  Ind.,  B.   S.  in  C.  E.,  '97.     Not  heard 

from. 
WRIGHT,    STEPHEN   GRANT,    Covington,    Ind.,   B.    S.,    '90;    M.    S.,    '95; 

M.  D.    (Rush).     1659  Barry  ave.,  Chicago,  111. 
WURSTER,  ANNA  MARIE,  LaFayette,  Ind.,  B.   S.,  '03;    M.   S.,  '04.     Not 

heard  from. 
WYNN,  JOHN  GUY.  Grammer,  Ind.,  B.   M.  E.   in  E.  E.,  '95;    E.   E.,  '00. 

Not  heard   from. 

Y 

YAGER,  LOIS  EVA,  LaFayette,  Ind.,  B.  S.,  '04.     Not  heard  from. 
YAGER,   PRUDENCE   VIVIAN,   LaFayette,   Ind.,    B.    S.,    '01.     Not   heard 

from. 
YEAGER,  ALBERT  EMORY,  Topeka,  Ind.,  Ph.  G,  '97.     Not  heard  from. 
YEAGER,  EMOR^:   JAMES,  LaFayette,  Ind.,  Ph.  G,  '86.  Not  heard  from. 
YELM,  CHARLES  WALTER,   LaFayette,  md.,  B.  S.   in  C.  E..  '04.     With 

R.  R.  ivioorman  &  Co.,  LaFayette,  Ind. 
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YOSHISAKA,  SUKICHI,  Kobe,  Japan-,  B.  S.  in  B.  E.,  '04.     Not  heard  from. 

YOST,  JOHN  FRANKLIN,  West  LaFayette,  Ind.,  B.  S.,  '91.  Not  heard 
from. 

YOUNG,  CHARLES  A.  D.,  Quincy,  Mich.,  B.  S.  in  E.  E.,  '99.  Not  heard 
from. 

YOUNG.  CHRISTIAN  HENRY,  Goeglein,  Ind.,  Ph.  G.,  '98.  Not  heard 
from. 

YOUNG,  DANIEL,  Attica,  Ind.,  B.  S.  in  C.  E.,  '03.     Not  heard  from. 

YOUNG,  EARL  EDGAR,  Alexandria,  Ind.,  B.  S.,  '02.     Not  heard  from. 

YOUNG,  GARTH  BERNARD,  FranKfort,  Ind.,  Ph.  G.,  '04.  Not  heard 
from. 

YOUNG,  GILBERT  AMOS,  Brookings,  South  Dakota,  B.  S.  in  M.  E.,  '99. 
M.  E.  '04.  Instructor  in  Engineering  Laboratory,  Purdue  Univer- 
sity,  LaFayette,   Ind. 

YOUNT,  JESSE  MORTON,  Indianapolis,  Ind.,  B.  S.  in  E.  E.,  '96.  Super- 
intendent Rolling  Equipment,  Public  Service  Corps  of  New  Jersey, 
557  Central  Ave.,  Newark,  N.  J. 

z 

ZAPP,  LOUIS  MILTON,  Louisville,  Ky.,  B.   S.  in  E.  E.,  '02.     Not  heard 

from. 
ZIMMERMAN,  FLOYD  VELPO,  Silver  Lake,  Ind.,  Ph.  G.,  '03.     Not  heard 

from. 
ZIMMERMAN,  WILLIAM  PAUL,  Brazil,  Ind.,  B.   S.   in  E.   E.,  '96.     Not 

heard  from. 
ZORNS,  DAISY,  (Mrs.  W.  H.  Wheeler)  LaFayette,  Ind.,  B.  S.,  '97.  Deceased 

May  16,  1903. 
ZORNS,  FLORENCE  EDNA  (Mrs.  F.  S.  Foote)  LaFayette,  Ind.,  B.  S.,  '96. 

Not  heard  from. 
ZURAWSKI,  STANISLAUS  M.,  Chicago,  111.,  B.  S.  in  M.  E.,  '98;  M.  E.,  '01. 

With  the  Western  Electric  Co.,  6131  Ellis  Ave.,  Chicago,  111. 


72 


i?  6  4 


